


HEATER 
oon its Worth 


The new Double Coil Excelso Heater has been uni-:.. . 
versally accepted by the plumbing and heating trade’ :*! 
and is proving to be the ideal heater for domestic ’ ° 
water purposes for apartment houses, medium sized 
hospitals, small hotels, business blocks and factories. 


Write today for full information and attractive low prices 


Excelso Specialty Works, Inc. 


Also Manufacturers of Excelso Fire Pot Generators 
Distributors of Excelso Rotary Hack Saw Tools 


111 Clinton Street BUFFALO, N. Y. 


District Representatives: 
210 East 45th Street, New York City 610 Wrigley Bldg., Chicago 


Nationally Distributed by Leading Jobbers and Boiler and Radiator Manufacturers 
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KEWANEE 


Water Heating Garbage Burners 
Make fuel of garbage and rubbish 





One ton of garbage {dry} con- 
tains as much heat as 200 pounds of 
coal. In a Kewanee Water Heating Garbage 
Burner all the garbage and rubbish around the 
building can be used as fuel for heating water. Con- 
sidering that fact, is there any sense in burning a 
lot of high-priced fuel for heating water? 


On top of that is the fact that 
the only really clean and sanitary way 
of disposing of garbage is by burning it. 


Kewanee Water Heating Gar- 
bage Burners are built of steel—in the 
same fine manner as the famous Kewanee Boilers. 
In sizes to heat from 200 to 2600 gallons of water 


(hot) per hour. 


KEWANEE BOILER COMPANY 


KEWANEE, ILLINOIS 
Steel Heating Boilers, Radiators, Tanks, Water Heating Garbage Burners 


BRANCHES 
CHICAGO 822 W. Wale Boul. MILWAUKEE Mer. & Mfrs.Bank Bidg 
NEW YORK W. 42nd St. PITTSBURGH Empire Bidg. 


DES MOINES 315 Hubbell Bldg. DENVER 514 Boston Bldg. 
KANSAS CITY 2014 Wyandotte St. DALLAS 8:09 Soueogas Life Bldg. 
oe te §09-510 Occidental Bldg. DETROIT ette Boul. 


T. LO 4200 Forest Park Boul. TOLEDO Zn. 22 Ni LNekoics Bi Bldg. 
MINNEAPOLIS 708 Builders Exchange re? 706 Rose Bldg. 
COLUMBUS, O. 808 1st Natl. BankBidg. ATLANTA,GA. 1521 Candler Bidg. 


SALT LAKE ‘CITY 204 Dooly Bldg. SAN FRANCISCO 216 Pine St. , Rooms 210-11 
CANADIAN REPRESENTATIVES —The Dominion Radiator Co., Ltd. 
Teronte ,Ont., Montreal, Que., Winnipeg, Man., Hamilton, Ont., St. John, N. B., Calgary, Alta. 
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Sometime 


HE GREAT temple was finished. As it EAR) th Us Pe A 

was being applauded, the king pulled NEA S.. 
“Behold 1 AN 

the ironmaster! To him should be given the a 


aside a curtain and exclaimed: 


credit, for he, not I, is the builder.” 


And so, too, sometime, when the cur- 

tain is lifted—when people understand 

' the plumber will be hailed as the ad- 
vance guard of civilization. 


He is that, and more. He is the pre- 
server of civilization. 


For there can be no civilization where 
there is no running water. 


Moses, the world’s first sanitarian, 
understood this. And he taught his 
people to stay close to the swiftly run- 
ning streams. 


But’ with the coming of the plumber 
people could go where they liked—away 
from rivers and lakes—high in the air 
—anywhere. 


With his pipes the plumber carries 
running water into every building of 
every kind; he carries away every 
disease-laden waste of every kind. 


And the two—running water into 
buildings and running water out of 
buildings — have. pushed. civilization 
forward and given the world better 
health and more happiness. 


Sometime the people will understand 
all this. Then the plumber will stand 
forth—will be crowned for what he is, 
as was the ironmaster of old. Aye, all 
this will happen— 


Sometime. 


t! 
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SAMUEL F. WILSON 
President 


Mr. Hanley is head of the James 
F. Hanley Company, of Newark, 
N. J. He and President Wilson 
have sat in the same boat many 
a time. Hanley is a worker 


JAMES F. FANLEY 
Secretary 





Everybody who is any- 
body in plumbing and 
association work knows 
“Sam” Wilson. He does 
things. He has a plumb- 
ing business at Newark, 
N. J., has served his 
local and state associa- 
tions, was formerly Na- 
tional secretary, last 
year was a hard-work- 
ing vice-president, and 
is sheriff of the county 
in which he lives 





Vogelpohl is a strong 
man from Ohio. From 
an apprentice at two 
dollars a week to owner 
of one of the leading 
plumbing and heating 
establishments of Cincin- 
nati is his record. He 
has been’ president of 
his local and state as- 
sociations and was a 
National director. He 
does well everything he 
undertakes 
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JOEN J. VOGELPOHL 
Vice-President 


“Dick” Welch needs no intro- 
duction. This will be his fourth 
year as treasurer. He is a mem- 
ber of Welch Bros. Co. at 
Lowell, Mass. A good servant 


RICEARD J. WELCH 
Treasurer 
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Forty- First 
Annual Convention 
National 
Association of Master Plumbers 


Apprenticeship Program Unanimously Approved—Technical Scholarships Pro- 
vided For— Annual Secretaries’ Conference—National Plumbing Code to Be 
Ready in September—‘‘Plumbing Dealer’’ Changed to ‘‘Master Plumber’’—Be- 
lieve Manufacturers Should Not Change Prices Without Due Notice to the 
Trade — Many Other Important Measures Passed—A Year of Great Progress 


REAT things were done at 
Atlantic City, June 26 to 
28. For the forty-first time 
the National Asso- 
ciation of Master 
Plumbers met in an- 
nual convention. 
Convention time is 
settlement time —a 
balancing of the 
books, as one might 
Say. If little has 
| been done, there is 
| little to settle. But 
| if much has_ been 

done, the books are 
{ of the widest interest 
and value. 

Much was done 
during the last year. 
So, then, this conven- 
tion, with the largest 
attendance ever 
known, adopteda 
program, which, when 
put into operation, should go far in adding to the better- 
ment and prosperity of the whole plumbing industry. 

Perhaps the greatest single piece of constructive work 
—a work which will grow with the years — was the 
unanimous adoption of an apprenticeship plan which can 
be used by every local association. 

Closely following this was the 






ny 














President John S. Irvine 


establishment of a 














The Delegation from Reading, Pa. 





scholarship—maybe several scholarships—which will pro- 
vide scientific and technical training in sanitary engineer- 
ing for deserving young men. 

The secretaries’ conference, held last January at Evans- 
ville, Ind., was such a success that a similar conference 
will be held every year. 

For the last eighteen months a committee has been 
working with the authorities at Washington on a national 
plumbing code. This code is about completed, and will 
be ready for publication in sixty days. 

For a long time there has been much discussion as to 
whether a plumber should call himself plumbing dealer, 
master plumber, plumbing contractor, or what. The Na- 
tional Association put itself on record as favoring ‘‘master 
plumber.”’ 

Much good work has been done toward inducing the 
tederal government to let separate contracts on plumbing 
and heating work. 

In fairness to the trade, manufacturers will be urged 
not to change prices without giving advance notice of such 
proposed change. 

The growth of built-in tubs called for a resolution de- 
signed to protect the master plumber against damage done 
by the workmen of other trades. 

The National Association is to issue a permanent identifi- 
cation card. This card can be displayed by members, and 
it will show that they are in good standing. 

These and several other upbuilding policies packed a 
three days’ convention full of interesting ideas. Delegates 


from every part of the country came to Atlantic City to 
advance the business of plumbing in every way. 
advanced it. 


And they 
There is no doubt of that. 


wa 


Fecal 
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The Delegation from North Hudson, N. J. 
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The First and Second Sections of the Official Photograph of Delegates and Guests at the Forty-First Annual 


THE LARGEST ATTENDANCE 
HEN President John S. Irvine called the conven- 
tion to order he faced the largest number of 
delegates ever assembled under the National banner. 
The Egyptian room atop of the Breakers hotel was crowd- 
ed with men and women and many were standing. 

According to the figures of Robert H. Pflug-Felder, 
of Philadelphia, chairman of the credentials committee, 
there were in attendance 714 delegates, 464 ladies and 
330 exhibitors, making a total of 1,508. Add to these 
guests and friends, not registered, and it is safe to say 
that close to 2,000 persons interested in plumbing were 
in Atlantic City on the days of the convention. 

During the last year, it was reported, fifty-six members 
had passed away. At the suggestion of John A. Quinn, 
of Philadelphia, and endorsed by P. D. McCarthy, of 
Syracuse, N. Y., the assemblage stood with bowed heads 
for half a minute as a mark of respect to the departed 
members. 

The membership in the National Association is nearly 
10,000, and the delegates present represented 102 cities, 
scattered over 34 states. 
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Treasurer Richard J. Welch reported a balance in the 
treasury of $31,204.08. So, it is easy to see, the associa- 
tion is in a strong, healthy condition. 


Presenting the Past Presidents 


One of the pleasantest features—one of great inspira- 
tional worth—one eagerly looked forward to by those 
who have attended National conventions—is the intro- 
duction of the past presidents, better known as the “Old 
Guard.’ As each man is introduced he bows in answer to 
the applause, and then proceeds to make a few remarks 
befitting the occasion. This part of the convention is 
like calling an actor before the curtain for a speech. 

Beginning with the oldest past president, Jeremiah 
Sheehan, of St. Louis, was presented, and said: ie! | 
plumbers would take a few lessons from hotel keepers, 
they would learn how to charge, and would be able to 
make more money.” 

Daniel Finnerty, Boston: “Your Uncle Dudley has 
followed the game for sixty years and is as young as 
ever. One day of meeting you is worth forty years of 
work and money spent.” 





The Third and the Last Sections of the Official Photograph of Delegates and Guests at the Forty-First Annual 
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William A. Doyle, Philadelphia: ‘I learned back in 
the early days that the best position was not in following 
the band wagon, but in being in the convention where 
the work is done.” 

Patrick M. Murphy, Chicago: ‘We old men are just 
as much interested as ever. Through the work of an 
association such as ours the plumber will leave a better 
name, We are wiping out the mark that was put on us 
in the early days.” 

E. D. Hornbrook, Kansas City: ‘‘Those in our busi- 
ness have never realized the importance of it. The busi- 
ness is larger than we are.” 

James §S. Cassedy, Cambridge, Mass.: ‘‘The past is 
much a matter of memories; the future is full of hopes. 
Opportunity for achievements is now greater than ever. 
This is the great age. We have played our part in 
making the world a better place in which to live. As 
was said nearly two thousand years ago, ‘He who would 
be chief among you, let him first be your servant.’ We 
are all servants.”’ 

Charles J. Boyd, Chicago: “The progress we have 
made in plumbing in forty years is marvelous.”’ 

















Convention of the National Association of Master Plumbers, Held in Atlantic City, N. J., June 26, 27 and 28, 1923 


Walter D. Nolan, Washington, D. C.: “Those who 
fail to attend conventions are missing the biggest asset of 
their business.”’ 

A, Selden Walker, East Orange, N. J.: ‘“‘The great- 
est pleasure of my life has been in working for this asso- 
ciation. It has a great future because plumbing has a 
great future.” 

Frank J. Fee, New York: “The greatest pleasure we 
get out of these meetings is the how-do-you-do’s.”’ 

Frank B. Lasette, New York: ‘Progress means hard 
work, hard work means personal attention, and these 
mean success.”’ 

D. F. Durkin, Jr., Philadelphia: ‘The beautiful thing 
about this association is that men may come and men 
may go, but the association goes on functioning.” 

William McCoach, Philadelphia: “T am not a past 
president, but I have never missed a National conven- 
tion. I can remember when ladies did not attend. We 
had troublesome times. But this association will grow 
larger day by day in every way.” 

George F. Uber, Philadelphia: ‘I am proud to have 
been one of the original members of this association. 




















Convention of the National Association of Master Plumbers, Held in Atlantic City, N. J., June 26, 27 and 28, 1923 
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And I am just as much interested in and just as proud 
of the Women’s Auvxiliary.”’ 

Joseph W. Cannon, Chicago: ‘I am the last and the 
youngest exhibit, This is the first time I have ever had 
a chance to be presented as a past president.” 


THE APPRENTICESHIP PLAN 
HE apprenticeship committee put in a year of ear- 
nest work. But it did more than that. It at- 
tracted the attention, then the interest, and then the co- 
operation of men who have devoted much time to ap- 
prenticeship problems. Men like Dr. C. A. Prosser and 


Charles R. Allen, of Dunwoody Institute, Minneapolis, 
one of the foremost vocational institutions in the world, 
and L. S. Hawkins, educational director of the United 


Typothetae of America and educational counselor for the 
Associated Tile Manufacturers—men like these gave the 
committee great help. 

For example, Dr. Prosser journeyed from Minneapolis 
to Atlantic City to place before the convention the ap- 
prenticeship problem in general, and the plumbing in- 
dustry’s own problem in particular. For, be it said, 
plumbing is not the only industry that is suffering from 
the lack of apprentices. Twenty-nine other industries 
are in the same boat. 

So, before presenting the apprenticeship plan, as worked 


out by the apprenticeship committee, Dr. Prosser gave 
a talk which put the problem squarely before the con- 
vention. 
Dr. Prosser’s Interesting Talk 
All employers are up against the problem of labor, 


said Dr. Prosser, They come to conventions, pass resolu- 




















Clarence Scull, 
J. B. West, 
Lionel C. Simp- 


Top Row: Del- 
egation from 
Passaic, N. J. 


—Second Row: son and Chas. 
William Del- H. Brower, all 
hagen, John of Camden, N. 
Campbell, Wm. J. — At the 
Gathway and Bottom: Chas. 
Harry Lauer, Hunter, of 
all of Pater- Kansas City, 








Mo., and C. G. 
Loomis, of 
Salina, Kans. 


son, N. Jc — 
Third Row: 
Chas. Strock, 
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A Group of Delegates from Cincinnati 


tions, and then go home and do nothing. They see the 
ranks of the journeymen grow smaller and they see the 
apprentices disappear, but they do nothing about it. ‘All 
of which,’’ said he, “reminds me of the three cheers 
tor Belgium, which were so often given during the war. 
You may remember the three cheers for Belgium. When- 
ever a group of citizens got together and could think 
of nothing else to do, someone would propose three cheers 
for Belgium. The three cheers would be given, and then 
everybody went home, satisfied that they had done their 
bit. That is what most industries have been doing for 
problem. They have been giving 
instead of working out an 


the apprenticeship 
three cheers for Belgium 
answer.” 

“The old apprenticeship scheme,’ said Dr. Prosser, 
“is as dead as old King Tut so far as results are con- 
cerned. The old training was good for the old days, 
but a new training is necessary for the new days. Today 
we should not build on the past but on the future. The 
old plan has proved that it will not furnish enough re- 
cruits, and it has also proved that it does not properly 
train to meet present requirements.” 


’ 


Dr. Prosser went on to say that plumbing as it is 
practiced today is a technical trade, and therefore ap- 
prentices, to develop into the right kind of journeymen, 
need technical training. He said that most examining 
boards credit fifty per cent for joint wiping, yet plumb- 
ers today do very little work of this kind. ‘The trouble 
is,’ he said, ‘‘that too many know too much about wiping 
a joint, and not enough about how to read a blue print.” 

Perhaps one of the most striking illustrations that Dr. 
Prosser presented to the convention was the result of a 
recent examination held in Minneapolis. Seventeen men 
took the examination, eleven passed. Their ages ranged 
from 21 to 56 years. One man who had been in plumb-. 
ing only a year received a marking of 85, while one 
who had been in plumbing twenty-five years was given 
79. The Doctor believes that every apprentice should 
work in a shop—should be apprenticed to a master plumb- 
er—but should also go to school, because in the school 
he will get the related technical knowledge. 


No Need to Spend Money 

Plumbing is a technical trade that demands brains, 
and the way to dignify this trade is to train men for it. 
Dr. Prosser said there was no reason why any master 
plumber should spend a dollar to educate an apprentice. 
The idea is to establish a course of study, and then get 
the schools to teach this course. It is very easy to get 
proper support from the local school authorities, and 
from the federal government, if the local association will 
show that it has something worth teaching. 

The entire plan of the apprenticeship committee is one 
of co-operation, and through this co-operation it will be 
able to get the money to train young men for the plumb- 
ing trade. ‘You are never going to get anywhere until 
you have a standardized course,’ said Dr. Prosser, ‘‘and 
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Mrs. J. Pond, North Hudson; Mrs. C. Hoff meier, Mrs. E, Hoff- 
meier, Mr. E. Hoffmeier and his Son, Conrad C, Hoffmeier, 
West Hoboken, N. J. 


then tell the schools what you have and that you want 
them to teach it. The very best advertising that master 
plumbers can have is the improvement of the men who 
work for them. Education creates desires; desires call 
for more money with which to satisfy these desires. 
Therefore, you must put your apprenticeship plan on the 


yo» 


hasis of ‘learn and earn’. 


Much Discussion 

Dr. Prosser’s talk and the report of the apprentice- 
ship committee stirred more discussion than anything else 
presented to the forty-first convention. ; 

At the suggestion of George F. Uber, of Philadelphia, 
the rules were suspended that the matter might be 
threshed out on the floor of the convention. President 
Irvine asked John A. Quinn, chairman of the apprentice- 
ship committee, to take the chair and preside. 

Frederick Fladd, of Rochester, N. Y., said, ‘‘The prob- 
lem is not with the journeymen, but with the boys. 
Produce the boys and the schools will co-operate and do 
the teaching.’”’ 

Robt. Robertson, of Beverly, Mass,, said, ““Too many 
men think plumbing is a profession; it is not; it is a 
trade.”’ 

Chas. Hunter, president of the Kansas State Associa- 
tion, said: ‘‘The great trouble is with the master plumb- 
ers themselves.’”’ He wanted to know how many men 
would take at least one apprentice into his shop. Most 
of the delegates present stood up. 

In discussing the proposed plan, J. F. Wallace, a mem- 
ber of the apprenticeship committee, said: ‘A manufac- 
turer never puts a salesman out until he has a product 
to sell. We are preparing a product—a course of study. 
We are getting it ready to sell, and as soon as the course 
is right, and we know it is right, I believe we can sell 
it to master plumbers, to the schools, and to the boys.”’ 

Wm, A. Mylander, from Baltimore, declared: ‘This 
is the most constructive report we have ever had sub- 
mitted on the apprenticeship problem. The master plumb- 
er of the future will not be a man who can wipe a 
joint, but one who can use a pencil.” 

Edward Kanney, of LaPorte, Ind., a member of the 
apprenticeship committee, mentioned, for the informa- 
tion of members, that while the committee had used its 
own brains as well as the brains of others in working 
out the proposed plan, he hoped, if the plan was ap- 
proved, every master plumber would send in suggestions 
for a course of study. 

In answer to a question, Chairman Quinn said it was 
expected that the course of training would be ready by 
January 1, 1924. 


The Minneapolis Plan 
The report of the committee told of meetings held 
throughout the last year, and of the various pieces of 
constructive work that had been done. Coming down 
to the meeting held in Chicago in May, which dealt 
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largely with the 
the basis of 


details which 


training of 
the 
are 


the Minneapolis 
apprentices, and which, in a 
National plan, Mr. Quinn went 
both interesting and convincing: 

“The program, applied at Minneapolis, 
follows: Forty-five boys from a total of 
sixty-five applicants. The selected candidates were em- 
ployed by master plumbers and were given a two-week 
intensive training course in Dunwoody Institute, followed 
by employment as apprentices. After leaving the two- 
week course the apprentices return to the Institute for 
two hours on Tuesdays and Fridays, to receive instruc- 
tion supplementary to the trade. 

“Equipment for the course, to the value of 
and $1,500 in cash, was donated by the jobbers of St. 
-aul and Minneapolis, title to the equipment remaining 
in the name of the Minneapolis Retail Plumbers’ Asso- 
ciation. Instructional material is being worked out by 
the Institute, and the course is being taught by an em- 
ploying plumber. 


plan for 
way, is 
into 


briefly is as 


were chosen 


$3,500, 



































Trop Row: Mr. and Mrs. W. A. MeLaughlin, Miss Catherine 
O'Hara, and H. Mulhall, of Hazelton, Pa.—Second Row: W. 
F. Faustman, Thomas Sullivan, and Chester Weaver, all of 
Baltimore.—Third Row: W. P. Arnold, Past National President 
Chas. J. Boyd, Past National Secretary Chas. J. Herbert, all 
of Chicago.—Fourth Row: Mrs. Wm. Fay, North Hudson, N. 
J.: Ralph Bass, George Arnone, and H. J. Roubilliard, New 
York City; Mrs. Joseph Durr, North Hudson.—Bottom: Mrs. 
B. Bocea, of North Hudson, N. J. 














8 DOMESTIC ENGINEERING 
“The greatest difficulty was encountered in interest- 

ing the plumbing dealer in hiring apprentices. Plumbing 

dealers lack vision for the training of boys. They do 


not yet see that they must invest in boys if they would 
harvest continued prosperity in their trade. The results 
shown by the effort in Minneapolis have abundantly proven 
that it pays to take the trouble to train apprentices. 

“Indifference of plumbing dealers to the problems of 
apprenticeship is not confined to Minneapolis. In every 
quarter of the country we need an awakening to the 
gravity of the situation. The printing employers, the 
hotel association, the metal trades employers, the tile 
manufacturers, all employ specialists to promote train- 
ing of apprentices. We must do likewise if we are to 
succeed, What is everybody’s business is nobody’s busi- 
ness.”’ 


The Plan as Approved 
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special pamphlets and articles 
showing the growing demand for journeymen; special 
pamphlets showing how the shortage of apprentices will 
work a hardship in the future; publicity through the 
lectures by the fieldmen; publicity through the lectures 
by the educational director. 

II. Material to sell the plumbing trade to the boy’s 
parents: There should be pamphlets designed for send- 
ing to the parents, showing the growth and the future 
possibilities of the plumbing and heating industries, and 
why it will pay their boys to enter these industries. 

III. Material to sell the apprenticeship scheme to the 
journeymen, showing how a properly devised apprentice- 
ship program works to their advantage. The booklets on 
this subject are to be distributed to the journeymen by 
the master plumbers. 


letin on apprenticeship; 


IV. Material to sell co- 
operation in promotion to 





To accomplish what should 
be accomplished, and to set 
in motion the machinery for 
the training of apprentices 
the following outline pro- 
gram was unanimously en- 
dorsed: 

1. That a man be em- 
ployed as educational direc- 
tor, at a salary included in 
the proposed budget, to de- 
vote his time to promoting 








training for the industry. 
2. That the National Tep: J. J. 
en Loughlin, J. 
Association advocate train- a. Dillcee- 
ing for the plumbing trade burg and 
in part-time and evening Alfred 
vocational schools. Jones, all of 
Chicago 
3. That a standard course 





of study for these 
schools be adopted 
only after the Min- 
neapolis course has 
been tried out and 
reported upon. It 
is suggested that 
the work of the Na- 
tional Standardiza- 
tion Committee be 
kept in mind when 
the standard course 
is formulated. The 
outline of the stand- 
ard course should 
be published in the 
T. E. B. Bulletin, so 

































jobbers, manufacturers and 
their salesmen: There should 
be letters and pamphlets ad- 
dressed to the jobbers and 
manufacturers to show that 
the apprenticeship problem 
is also their problem; and 
letters should be addressed 
to the salesmen, so that 
they may, in turn, propagate 
this publicity, and thereby 
become agencies that will 
induce master plumbers who 
would not otherwise do so, 
Center: to train apprentices. 
Wm. Wilby, V. Material to sell 
Selman, Ain. operation to chambers of 

commerce, Rotary, Kiwanis 

and Lion Clubs, to consist 
of booklets, circulars, 
and outlines for lec- 
tures. 

VI. Material for 
the trade magazines 
to insure their co- 
operation and aid in 
publicity: News notes, 
information and copy 
relative to the ap- 
prenticeship work. 

VII. Manual for 
local apprenticeship 
committee: This ma- 
terial will be designed 
with the idea of put- 
ting in the local ap- 








co- 








that suggestions prenticeship com- 
and criticisms of mittee’s hands _ de- 
the members of the Bottom Row: J. W. Cannon, Jr., Executive Clerk, and Geo. F. Reeke, 3 i 
National Director, Green Bay, Wis.; Mrs. and Mr. M. J. Triani and Son, finite information 
trade can be se- Harold, West Hoboken, N. J.—In Center at Bottom: C. H. Carrier, of needed for the local 
cured. It was re- American Plumbing & Heating Co., Minneapolis, Minn. development of ap- 
commended that the prenticeship training, 
necessary instruction on gas should be inserted in the and will go further into detail, and clear up any points 


standardized course. 

4. That instructors in plumbing be sent to some cen- 
tral training point for specialized teacher training, their 
expenses to be paid by the local associations. 


Publicity to Sell the Idea 
5. That a campaign of publicity be carried on by the 
educational director, to consist of the following: 
I. Material to sell the training idea to the master 
plumber to consist of articles in the monthly Service Bul- 


that are not touched on by the present national ap- 
prenticeship program. 


The Cost for the First Year 
That a standard apprenticeship card be made up 
by the Apprenticeship Department and submitted for ap- 
proval to the Committee so that each secretary could 
have a complete record of each of the apprentices on 
file. 
The estimated cost for the first year comprises a budget 
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of $12,000, which was approved, and which is divided 
thus: Salary of educational director, $4,000; traveling 
expenses, $1,500; rent of office and clerical help, $2,500; 
printing, $2,000; miscellaneous items, $2,000. 

The twelve thousand dollars given for apprenticeship 
work is to be deducted from the $15,000 annually appro- 
priated by the National Association to the Trade Exten- 
sion Bureau, so in reality, the association is not spend- 
ing any more than it usually spends each year. 


Director of Apprenticeship 
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tractors, Frank Knapp, president of the Pittsburg Water 
Heater Co., said that to co-operate each must have con- 
fidence in the other. He suggested that all bury the 
hatchet and get down to business practice. 

In many cities gas companies and master plumbers are 
now co-operating, much to the profit of both. 

Mr. Knapp read a statement of conclusions reached 
and recommendations offered by his committee. This 
statement is so good—hits the nail so squarely on the 

head—it here follows in 





It is expected that E. L. 
Bowman will be the educa- 
tional director, and that he 
will take up his duties at the 
headquarters of the Trade 
Extension Bureau, Evansville, 
Ind., about the middle of 
July. 





Mr. Bowman has had ample 
experience in vocational train- 
ing to capably fill the posi- 
tion of director of the ap- 
prenticeship program. For > 
four years he was State Voca- 
tional Director for the State 
of Pennsylvania. Following 
that, he took over the work 
of rebuilding the vocational 
plan for the City of Erie. 




















full: 

A co-operative arrange- 
ment between the gas com- 
pany and the plumbing 
dealer must assure recipro- 
cal benefits, and profitable 
sales for 


and increased 


both. 
What Co-operation Will Do 
A mutually satisfactory 
\ agreement would, in its 
practical application, tend 
to 
1. Increase the volume 
of gas appliance business 
for the plumber and the 
gas company. 





2. Eliminate the sale 
and installation of cheap 
and inefficient appliances. 











Top Row: Mr. and Mrs. F. J. Dillenburg, Mr. and Mrs. L. W. Hudon, and Mr. and Mrs. 
Walter Swerski, all of Chicago.—Second Row: Mr. and Mrs. W. R. Dosher, and Mr. and 
Mrs. H. E. Longley, all of Wilmington, N. C.—Third Row: Mrs. and Mr. H. Auskulat, of 
New York City; Wm. Snudden, Morristown, N. J., and H. T. Baillet, Newark, N. J.—Bottom 
Picture: Mrs. and Mr. W. A. Brown, and Mrs. and Mr. Geo. H. Mathews, all of Chicago 


After this was successfully accomplished, he completed a 
course at the Teachers’ Institute in New York; then be- 
came a vocational engineer, making and directing surveys. 
He has only recently completed a survey of vocational 
training for the Y. M. C. A. of New York City. 


GAS COMPANY AND PLUMBER CO-OPERATION 


EPRESENTING the commercial section of the Amer- 
ican Gas Association, working for the closer co-opera- 
tion of gas companies, plumbing dealers and heating con- 


3. Establish in the minds of the public a higher regard 
for gas service and standard appliances, and confidence in 
the merchandiser. 

Safety is a most important factor in connection with 
the selection and installation of gas appliances. There 
should be a clear understanding between the gas com- 
pany and the plumber as to approved and safe methods 
of installation, and agreement should be reached with 
respect to whatever rules may be adopted governing the 
question of flue connections. Attention is also directed 
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to the importance of offering nothing but standard ap- 
pliances—quality merchandise—at prices which will be 
fair to the public and allow the seller to recover his 
necessary costs plus a legitimate profit. 
What the Gas Company Can Do 

The gas company is in a position to offer the plumbing 
dealer the following: 

The assistance of 
sales. 

The loan of suitable stock for the dealer’s window dis- 
play and show room. 

Assistance in preparing window displays. 

Sales literature imprinted with the dealer’s name. 

Appliances from stock at prices which will enable the 
plumbing dealer to meet his overhead and make a fair 
profit. 


its salesmen to help close dealer 


What the Plumber Should Do 

The plumbing dealer, in return, should agree to handle 
only standard appliances, or such as are built to present 
or subsequent A. G. A. Specifications. 

He should make installations, particularly of automatic 
water heaters, in accordance with the gas company’s ap- 
proved practice. 

He should follow the gas company’s rules for the pip- 
ing of buildings and homes. 

Getting Acquainted 

The human equation is the decisive factor in the satis- 
:actory operation of any co-operative arrangement, and 
even among competitors we find their business relations 
more harmonious when the individuals are acquainted 
one with the other. So it must be in this case. 

The responsibility of initiating the move for these two 
interests to co-operate and work together is shared equally 
by the gas company and the plumbing dealer, but.for the 
purpose of making a start we will assume that the former 
will take the first step. 

The secretary of the local chapter of the master plumb- 
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ers association, wherever such a group exists, as well 
as each individual plumbing dealer in the community 
should be interviewed, the advantages of such co-opera- 
tion explained to them, definite assurance given of the 
company’s willingness to co-operate, and an invitation 
extended to attend a subsequent meeting of all the plumb- 
ing dealers and gas company representatives for further 
discussion of the subject and to perfect a working or- 
ganization. 

A special effort should be made to have present at this 
first meeting every plumbing dealer in the community. The 
gas company should be adequately represented by the man- 
agement, the head of the sales department and members 
of his organization, as well as other departments which 
may come in contact with the co-operation. 

Make clear the purpose of the meeting and remove any 
differences which may exist between the company and the 
dealers. There can be only one reasonable basis for co- 
operation of this character; it must include fair minded 
consideration of the interests of each side and result in 
tangible benefits to both. 

Working Agreements 

This committee cannot suggest a detailed plan which 
would be operative in every situation. Local conditions 
and policies vary to such an extent as to make this inadvis- 
able. There are, however, several working agreements 
in operation between gas companies and their local 
plumbing dealers, the results of which have proven that 
such a plan is feasible and distinctly to the advantage of 
both interests and the public. 

The following may be referred to in this connection: 
F. A. Woodhead, Arlington Gas Light Co., Arlington, 
Mass.; E. A. Willard, Portland Gas Light Company, Port- 
land, Me.: E. W. Allen, Lynn Gas & Electric Co., Lynn, 
Mass.; R. A. Koehler, Public Service Gas Company, New- 
ark, N. J.; J. H. Dill, Consolidated Gas, Electric Light 
& Power Co., Baltimore, Md.; W. W. Flanders, Tacoma 
Gas Company, Tacoma, Wash. 
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Top Row: J. F. Conrad, of Elizabeth, 
N. J.; F. J. Moyer and H: J. Scholl, 
of Allentown, Pa.; Walter C. Strack, 


















Youngest Apprentice in Camden, N. 
J.—At the Bottom: Fred Miller and 
William Jacobs of North Hudson, 
N. J. 
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Top Row: F. A. Goll, Jacob Schuh, Joe Wittig, M. Miller, and Joe Brah, All of Milwaukee, Wis.—Center: Mrs. L. A. Wright, 
D. C. Cunningham and Miss Celestine Cunningham; V. S. Rittenhouse, A. Hansen and John P. Pinto, All of New York City. 


—At the Bottom: D. J. Collins, President of the St. Louis, Mo., 


Master Plumbers’ Association; Catherine Heverin, Lucile 


Collins and Florence Stinson.—Mrs, and Mr. August Scholl, Mrs. and Mr. John Lavelle, of Syracuse, N. Y. 


A Much Discussed Subject 

Representatives of the American Gas Association have 
appeared before the members of the National Association 
of Master Plumbers, and the secretaries of its local chap- 
ters, and, in turn, the members of the American Gas 
Association have been addressed by representatives of 
the Master Plumbers Association, who publicly expressed 
on behalf of their respective associations the hope for a 
better understanding and close co-operation of these two 
interests. 

Your committee is strongly of the opinion that the 
adoption of these recommendations will be of real 
benefit to the gas companies, the plumbing dealers, and 
the public, and that steps should be taken to perfect the 
necessary arrangements to put such plans into effect in 
every community. 


UNIVERSITY SCHOLARSHIP 
HIS, in a way, is a fitting companion to the ap- 
4 pnt plan. But it goes a step further and 
in a different direction. 

At the Detroit convention, a year ago, the New York 
Association introduced a resolution to found a univer- 
sity scholarship to be contested for by the sons of plumb- 
ers, that every four years one young man might be given 
a thorough technical education. This resolution was re- 
ferred to the board of directors. i 

The board, this year, reported that, on account of 


the apprenticeship plan, which it hoped to see adopted, 
it did not feel it could recommend the scholarship at 
this time. 

Frank J. Fee, who had so eloquently defended the res- 
olution at Detroit, took the floor at Atlantic City, and 
for a second time urged the adoption of a permanent 
scholarship. During the last year Mr. Fee did much re- 
search. He investigated scholarships in almost every 
leading college and university in the United States. He 
laid before the convention the findings of his investiga- 
tions. He showed that $1,000 a year for eight years 
would found a permanent scholarship in a leading col- 
lege. “This money,’ said Mr. Fee, “would return to 
all engaged in plumbing, many times over, through the 
education of young men trained in the science of sanita- 
tion.”’ 

Walter Nolan, of Washington, D. C., and others fa- 
vored the resolution. Said Mr. Nolan: ‘‘Such a resolu- 
tion would be a great asset to plumbing. It would say 
to the public that we believe in plumbing so much we 
are willing to spend our money to educate technical and 
scientific men.” 

Almost as many other delegates opposed the resolu- 
tion. 

A Woman Did It 

The resolution was getting in a jam—its life was hang- 
ing in the balance when Mrs. E. D. Hornbrook, of Kansas 
City, cleared the air. She, on behalf of the National 











12 DOMESTIC ENGINEERING 





July 7, 1923 














Top Row: Mrs. and Mr. P. C. Labash and 

Mrs. and Mr. E. D. Swoyer, of Allentown, 

Pa.; Samuel Apple, of Cleveland, 0.; Sam- 

uel Molowitz, of Elizabeth, N. J.; J. F. 

Traynor, of Chicago; Gustav Ries, of 
Elizabeth, N. J. 














Bottom Row: F. B. Robertson, of Bayside, 
L. L.; John F. Rogers, of Flushing, L. I; 
R. A. Koehler, of the Public Service 
Corporation, Newark, N. J.; William G. 

Dawson, of Mt. Vernon, N. Y.; Mr. and 
| Mrs. Harry J. Farrell, of Camden, N. J. 








Women’s Auxiliary, offered to give $1,000 for a scholar- 
ship. This offer was received with prolonged applause, 
and it turned the tide, as the saying is. 

William A. Doyle, of Philadelphia, asked, “Why not 
several scholarships?’’ And he answered his own question 
by pledging a scholarship on behalf of an un-named friend 
of plumbing. 

The result was that Mr. Fee won his year-old battle. 
The incoming president was instructed to appoint a com- 
mittee to put the scholarship plan into effect. 

Those who look into the future believe the plumbing 
industry cannot have too much education, and this seemed 
to be the opinion of a majority of delegates at the forty- 
first convention. 


THE EDUCATIONAL COMMITTEE DID THINGS 


HEN President Irvine appointed Frederick E. 
VW. Fladd, of Rochester, N. Y., chairman of the Edu- 
cational Committee, he knew what he was doing. Fladd’s 
middle name is “energy,’”’ and energy is the father of 
work. And so Fladd and his committee, composed of 
D. R. Black, Duluth, Minn.; Daniel A. Deacon, San Diego, 
Calif.: J. R. Lawton, New Orleans; Robert H. Pflug- 
Felder, Philadelphia, and K. B. Moody, Miami, Fla., did 
much good work for plumbing. In presenting the re- 
port of the Educational Committee, Mr. Fladd said: 

“Our National Trade Extension Bureau is a _ school 
that tends to educate our trade in the ethics of busi- 
ness psychology, and to so train and broaden our minds 
in correct business methods that our failings are readily 
discerned, and remedies are supplied to correct these 
failings. 

“The natural tendency of the mind is to absorb. So 
that, if we read and study the literature and lectures 
that the Bureau sends out, we ought to be imbued with 
an education that cannot help but be beneficial to us in 
our business conduct. 

“This form of education has been very wisely turned 


over to and is efficiently carried on by the Bureau, and 
our National Association is to be congratulated for hav- 
ing an institution within its walls qualified to render this 
intellectual training. 

“And while your committee feels that a burden has 
been removed from its activities through the establish- 
ment of the Trade Extension Bureau, it also felt that 
there is a great opportunity for this committee, through 
the membership of the National Association, to be of ser- 
vice to humanity, to do its bit for greater morality, and, 
at the same time, to assist in a further upbuilding of our 
industry. , 
“The Story of the Bath” 

“Realizing that a habit acquired in childhood usually 
remains in after years, your committee decided, after 
much thought and consultation with eminent educators, 
to carry on a campaign among our membership with a 
view of having reading matter in our schools that would 
be interesting, educational, and be of great benefit to 
humanity both morally and physically. These virtues 
we believed were contained in a booklet published by 
‘Domestic Engineering,’ entitled, ‘The Story of the Bath,’ 
and therefore adopted this booklet as filling the require- 
ment sought for. 

“Your committee sent broadcast to the different locals, 
through their secretaries, a sample copy of ‘The Story of 
the Bath,’ also a pamphlet entitled, ‘The Need of Fre- 
quent Bathing,’ together with an outline study for the 
teachers’ use. The instructions, contained in letters sent 
out, were that this work was not to be used in an ad- 
vertising way with the school boards in any manner, 
but suggested that a committee be appointed by the local 
association to interview the school superintendent and, 
if he was impressed with ‘The Story’ for supplementary 
reading in the higher grades, that the local association 
furnish these booklets free of charge to the schools, as 
a compliment of the local master plumbers association. 

“Your committee is pleased with the co-operation it 
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has received at your hands, and wishes at this time to 
express its appreciation for the very generous response, 
as evidenced by the number of cities that are at the pres- 
ent time, in their school systems, using ‘The Story of the 
Bath’ as supplementary reading. It is also very pleas- 
ing for your committee to note that some of the locals 
are so enthused with its popular contents, that they 
have gone further in its distribution and furnished civic 
organizations with copies, and several have had the 
‘Story of the Bath’ broadcasted by radio. 

“This campaign, we feel, is a worthy one, and well 
worth the support of our membership, and it is sincerely 
hopes that any locals who have not already presented the 
matter to their schools will do so at once, and therefor 
receive the public commendation and business reward that 
is sure to follow. 

“Your committee do not wish to be understood as orig- 
inators in this philanthropic thought. Progress had al- 
ready been made by commercial institutions, in an ad- 
vertising way, to further the sale of their commodities 
through enlightenment received through the reading of 
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‘The Story of the Bath,’ and it was through the alertness 
of our good friend, President of the Women’s Auxiliary, 
Mrs. E. D. Hornbrook, of Kansas City, who suggested 
that the master plumber ought to take the initiative and 
receive the glory that might follow in presenting this 
humanitarian idea to the children of our schools, to 
the end that the children might possess a sound mind in 
a sound body. 
Code of Ethics 

“Another matter that was turned over to this com- 
mittee was the compiling of a ‘Code of Ethics,’ to be 
used as a preamble to the constitution and by-laws of 
our local, state and National Association. 

“This was suggested at the conference of secretaries, 
which was held at Evansville, Ind., January 9, 10 and 11, 
and contained a provision that, upon completion of the 
code by the educational committee, the same should be 
referred to the National Board of Directors for their ap- 
proval before presenting it to the convention for consid- 
eration. Such code your committee compiled, and it is 
now with your directors for approval or alteration.’’ 





























Top Row: M. J. Feeney, Treasurer of the Philadelphia Touring Club; William H. Ambrose, President of the Philadelphia 





Touring Club; George M. Hicks, Secretary of the Philadelphia Touring Club; John A. Quinn, of Philadelphia, Pa., President of 

the Pennsylvania State Master Plumbers’ Association and Past President of Philadelphia Association; M. J. Feeney, Secretary 

and Treasurer of the Pennsylvania State Master Plumbers’ Association.—Center: Mr. and Mrs. William F. Beck. Mr. Beck 

Was Chairman of the Entertainment Committee; J. E. Hefferson, Gus Escher, Ed. Costello and Walter D. Nolan, All of Wash- 

ington, D. C.; Mr. and Mrs. J. W. Houston, of Chattanooga, Tenn. Mrs. Houston Is Organizer of the Women’s Auxiliary in 

Chattanooga with Fifteen Members.—At the Bottom: Charles H. Brower and Harry Farrell, of Camden, N. J. Mr. Farrell 
Is Chairman of the State Sanitary Association; Philip Eich, P. F. Kenney, and J. L. Murphy, All of New York City. 
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RESOLUTIONS ADOPTED 
F YOU know anything about the National Association, 
I you know it is very democratic. That say, the 
floor of the convention is the final battleground. Officers 
may recommend, committees may suggest, and state and 
local associations may introduce resolutions. All this is 
very good, but the final word is passed on the floor of the 


is to 


























Charles 


Mrs. 
W. Wilson and Mrs. 


Top: The Baltimore.—Center: 


Morgzenweck, 


Delegates from 
Bronxvilie, N. ¥.; Mrs. C. 
S. M. Gonda, Both of Tuckahoe, N. 
Roosey. Greenwood Mfg. Co., Detroit; Charles Morgenweck, 
Bronxville, N. Y¥.; C. W. Wilson and 8S. M. Gonda, Both of 
Tuckahoe, N. Y.; S. E. Houck, Baltimore, Md. 


Y—Bottom: Norman 


matter whether the resolutions committee 
does or does not concur. 

For example, President Irvine, in his report, urged the 
establishment of a permanent national headquarters. Then 
Secretary Wm. Hughes, of Detroit, in his report, pointed 
out why permanent headquarters were desirable. A per- 
manent office would save loss of time and money, and do 
away with much unnecessary confusion, said Mr. Hughes. 
But would the delegates have a permanent headquarters? 
And so the national headquarters will 


convention no 


They would not. 
continue to move from Chicago to Detroit, from Detroit 
to Newark, and from Newark to nobody knows where. 

Many resolutions were passed at Atlantic City. The 
busy resolutions committee was composed of Frank B. 
Lasette, New York; Louis Maier, New Jersey; M. J. 
Feeney, Pennsylvania; Charles Swinnerton, California; 
Jacob Schuh, Wisconsin. 

The resolutions finally adopted are the following: 

1. Introduced by the Pennsylvania’ State Association: 
Endorsement of the public comfort station movement, urg- 
ing the establishment of stations everywhere, built for the 
accommodation of both men and women, and displaying 
the public comfort station sign as originally designed by 
the American Society of Sanitary Engineering. 

2. Introduced by the State 
To support the United States Government at all 
and to disapprove of price and labor agreements. 

3. The secretaries who attended the national conference 
at Evansville, Ind., last January had such a profitable 
time, it was their wish that a similar conference be made 
an annual affair. During the coming year the president 
of the National Association will send out a call inviting 
all state and local secretaries of associations, as well as 
presidents, to attend such a conference. This conference 


Pennsylvania Association: 


times, 
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may or may not be held in Evansville. That is left entire- 
ly to the national president. 

4. Introduced by the New York State Association: For 
years there has been much discussion as to what to call 
the master plumber. For the past year the National 
Association has been using the term, “Plumbing Dealer.” 
The convention decided that in order to become a master 
plumber a man must pass an examination and secure a 
master plumber’s license. Therefore, in the future, he 
should be designated as ‘“‘Master Plumber’? and not as 
‘Plumbing Dealer’’. 

5. Introduced by the California State Association: The 
growth of the use of built-in bathtubs has made certain 
regulations absolutely necessary. Because of this, here- 
after when specifications call for built-in fixtures and the 
fixtures are installed, contractors shall then accept these 
fixtures as O. K. or not, and shall thereafter waive all 
claims for defects. In other words, the master plumber 
does not propose to make good the carelessness of work- 
men in other trades working around built-in fixtures after 
they have been installed and left in first-class condition. 

6. Introduced by the Syracuse, N. Y. Association: Inas- 
much as it has been the habit of some railroad companies 
to offer for sale plumbing goods damaged in transit, the 
association went on record as opposing all such sales. 
Sales of this kind are detrimental to the plumbing trade. 

7. A resolution was passed requesting members to send 
to the National Association headquarters, which for 
the coming year will be Newark, N. J., lists of materials 
received in damaged condition. 

8. Members are requested to send to the National Asso- 
ciation the names of manufacturers who accept specified 
dates for delivery of materials, and then fail to keep these 
dates. 

9. Introduced by the Missouri State Association: The 
National Association will issue a permanent identification 
card for each member. This can be placed in a window 
or hung on a wall, and will show that the member is in 
good standing with the National Association. 

10. Introduced by the New York State Association: Since 
many manufacturers have a habit of making changes in 
prices without giving notice, the president of the National 
Association was instructed to confer with manufacturers 
request them to give due notice of any proposed 
changes. As was pointed out by Jeremiah Murphy, past 
president of the New York State Association, master 
plumbers frequently figure prices on a job, and then, 
before the contract can be closed, are notified by manu- 
facturers that prices have been withdrawn. He said that 
manufacturers and jobbers usually know about when 
prices are going to change, and therefore the master 
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plumbers should be notified of changes in order to be 
able to figure correctly. 

11. Introduced by the Florida State Association: The 
idea of a national advertising campaign for the education 
of the public was heartily endorsed and was referred to 
the incoming board of directors. 

12. The board of directors recommended that the Na- 
tional Association endorse the Women’s Auxiliary and 
lend it every possible support. It also recommended that 
the Women’s Auxiliary should be a separate organization, 
and not a part of the National Association of Master 
Plumbers. This recommendation was endorsed. 

13. The conference committee recommended that this 
committee be composed of five members: two appointed 
for three years, two appointed for two years, and one ap- 
pointed for one year. This was done, it was explained, 
that the committee might always contain a number of 
members familiar with the work being handled. 


THE CONFERENCE COMMITTEE REPORTS 
HE work of the conference committee is bound to be 
slow, and for this reason the most that could be 
reported was steady progress with the departments of 
public building at Washington. The committee for the 
last year was composed of Walter D. Nolan, Washington, 
D. C.; A. C. Eynon, Canton, Ohio; Edwin W. Cox, Boston; 
Thomas P. McLaughlin, New York City; Wm. M. Ander- 
son, Philadelphia. 

This committee has been working in co-operation with 
similar committees from the Heating and Piping Con- 
tractors National Association and the Association of 
Kectragists-International. The bulk of their work is to 
convince those in charge of building construction for the 
federal government that it would be better to let separate 
contracts for plumbing, heating and lighting. 

The committees have held several joint meetings dur- 
ing the past year, and also one meeting with Washing- 
ton officials. 

It is believed that eventually the committees will be 


able to secure a ruling for separate contracts. If this 


is finally accomplished with the federal government, the 
next step will be to carry the work to states and cities, 
and this will have its effect with contractors in general. 

Readers of ‘‘Domestic Engineering’? may remember that 
a report of this work was fully covered in the Heating 
Convention number for June 2. 


REPORT OF THE STANDARDIZATION COMMITTEE 
N THE absence of Thomas F. Hanley, of Chicago, chair- 
man of the standardization committee, Richard T. 
Rock, of Bridgeport, Conn., read the report. The other 





The Apprenticeship Committee of the National Association of 

Master Plumbers: J. J. Loughlin, Chicago; Ed. Kanney, La 

Porte, Ind.; John A. Quinn, Philadelphia; Dr. C. A. Prosser, 

of the William Hood Dunwoody Institute of Minneapolis, 
Minn., and J. F. Wallace, of Denver, Colo. 
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members of the committee were F. A. Wilson, San 
Francisco; Geo. H. Drake, Buffalo, and H. W. Eckhardt, 
Cleveland. 

From the beginning this committee had a big job cut 
out for it. It has devoted more than eighteen months to 
this job, and is now able to see the end. 

During this first week of July the final meetings are 
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Top Row: D. J. Collins, President of the St. Louis Association 
of Master Plumbers; F. 8S. Cullyford, President of the Master 
Plumbers’ Association of Denver, Colo.; Mrs. and Mr. J. P. 
Breckey. Mr. Breekey Is Vice-President of the Denver 
Master Plumbers’ Association; W. W. Gleadell, of Richmond, 
Victoria, Australia.—Center: H. W. Lloyd, of Springfield, 
Mass., and Capt. Robert Robertson, of Beverly, Mass.—At the 
Bottom: Past National President Joseph W. Cannon of Chi- 
eago; Mr. and Mrs. Thomas Sheehan, of St. Louis, Mo.; Mrs. 
Dunean A. Worrell, President of the Philadelphia (Pa.) 
Women’s Auxiliary 


being held on a national code for plumbing. By the first 
of September this code will be ready for publication, and 
shortly thereafter it will be distributed. 

Because the committee is so near the end of its work, 
and the work when published will speak for itself, it is 
not necessary to go into detail just now. 


ISSAY COMMITTEE 

IVE very good essays were submitted and read to 
F the convention. Joseph A. Sprouls, of Jersey City, 
N. J., chairman of the committee, reported by having read 
his own essay, ‘‘Why We Should Be Interested in Our Na- 
tional and State Associations.” 
Chas. Hunter, of Kansas City, a member of the com- 
mittee, presented ‘‘Scandalized, Although They Builded 
Better Than They Knew.”’ 

Other pen offerings were ‘‘Effective Organization and 
Financing the Association,’ by C. J. Loomis, secretary of 
the Kansas Association; ‘‘Range Boilers,” by E. A. 
Wheeler, of Portland, Me., and “Air and Water and the 
Beautification of the Home,”’ by E. D. Hornbrook, of 
Kansas City. 

As Mr. Sprouls said: ‘“‘Essays are of value to the plum- 
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ber, because they bring out certain points which may 
have been overlooked or forgotten.”’ 

The important points of these essays will be published 
later in “Domestic Engineering.” 


TALKS BY MANUFACTURERS 
HE manufacturers were invited to speak, and they 
spoke. The idea was a good one. Plumbing be- 
gins with the manufacturer and ends with the plumber. 
Therefore it was fitting that the two face each other and 
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Top: Harry L. Hanson, of Butte, Mont., and J. J. Bard, of 
Seattle, Wash.; J. A. Gallivan, Muncie, Ind., Director of the 
National Association of Master Plumbers.—-The Group of 
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Mr. Niewoehner Is President of the Iowa State Master Plumb- 
Association.—Bottom: Mr. and Mrs. A. Bachofer, of 
Salina, Kans. 


ers’ 


better understand their mutual problems by exchanging 
viewpoints. 
Enameled Ware 

George D. Mcllvaine, representing the Enameled Sani- 
tary Ware Manufacturers’ Association, was the first 
speaker. He said if we should revert to the scale of liv- 
ing of only ten years ago, we could dispense with two 
million workmen in this country. He offered this as an 
illustration of how fast the public is demanding better 
sanitary conditions and the sanitary fixtures which help 
to provide these better conditions. 

During the first five months of 1923, to use round 
numbers, there were shipped from the enameled ware 
factories 432,000 bath tubs, 474,000 lavatories, 533,000 
sinks, and 261,000 small miscellaneous pieces. Basing 


. 
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his estimate on these figures, Mr. McIlvaine. said it is ex- 
pected that 1,137,000 bath tubs will be manufactured 
during 1923. 

At the present time manufacturers are from three to 
four months behind on orders. Manufacturers are in- 
terested in co-operating with the plumbers, and are trying 
in every way to simplify their lines. 

Tubular Brass Goods and Soil Pipe 

Wm. A. Brecht, of J. B. Wise, Inc., spoke for tubular 
brass goods, and also represented W. J. Kirby, of the 
Somerville Iron Works, on soil pipe. 

“During 1922,” said Mr. Brecht, ‘‘about 325,000 tons 
of soil pipe were manufactured. The South produces 
about 75 per cent of all the soil pipe, and, at the present 
time, production is 80 per cent of normal.” 

Speaking of tubular brass goods, he said that about all 
he could say was that manufacturers are four months 
behind in their orders. 

Brass Goods 

A. V. Gemmill, representing the Speakman Company, 
emphasized that brass goods are the last things to be 
ordered for the job. For this reason many contractors 
and master plumbers, when they are ready to order their 
brass goods, are inclined to do a little “pinching.’’ Be- 
cause of this, Mr. Gemmill made a plea for quality. 

‘He said the manufacturers are working hard for stand- 
ardization, and that master plumbers can help manu- 
facturers and themselves by getting into the quality and 
standardization band wagon. 


Sanitary Pottery 


Archie Maddock, of Thos. Maddock’s Sons Co., referred 
to the end of the potters’ strike, and said this strike, 
which started last November, was the first labor trouble 
the pottery manufacturers had had in over twenty years. 
Naturally the strike brought about a shortage. However, 
since 29 per cent of the pottery plants were not affected 
by the strike, and since those that had been affected were 
now about 75 per cent efficient, he believed the pottery 
situation would be back to normal by January 1, 1924. 


Pneumatic Water Systems 
C. A. Kuebler, of the Duro Pump & Manufacturing Co., 
said the first six months of 1923 were the best months 





Top: J. J. Carey, of Baltimore.—Left: Seated Are Mrs. W. H. 
Russell Goudy, of Brookline, Mass.; Mrs. L. Wordell, of 
Taunton, Mass., Secretary of the Massachusetts State Ladies’ 
Auxiliary, and Mrs. J. E. Fleming. Standing Are: W. H. 
MecElholm, Lowell, Mass.; E. W. Cox, Boston, and W. H. 
Russell Goudy, Secretary of the Massachusetts State Associa- 
tion of Master Plumbers.—Right: Mrs. M. J. Curley, Miss 
Marion Hyland, W. J. Hyland and Mrs. W. J. Hyland, All of 
Springfield, Mass.; Mr. and Mrs. G. A. Stewart, of Lowell, 
Mass.—Bottom: Mr. and Mrs. J. O. Montrief, of Fort Worth, 
Tex. 
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ever known in the water systems industry. It is expected 
that the last six months will be even better. 

He called attention to the fact that the possibilities for 
water system business are unlimited, and he urged master 
plumbers to devote more time to suburban homes as well 
as to their other prospects. 


Boilers and Radiators 


P. G. Seward, representing the Richmond Radiator 
Company, announced that the volume of business is tre- 
mendous and is increasing. The capacity of boiler and 
radiator manufacturers was tested to the limit during 
the last six months. Usually the first half of the year 
is light and the last half is heavy. That is to say, twice 
as much heating equipment is shipped during the second 
half as during the first half of each year. 

“If this rule holds good,” said Mr. Seward, “we shall 
be swamped during the last six months of 1923. We are 
working to stabilize and level off the peaks of business, 
and in so doing we hope to build up a steady pull through- 
out the year.” 


Automatic Water Heaters 


H. S. Mentzer, of the Pittsburg Water Heater Company, 
stated that all water heater organizations are enjoying an 
increased business. Hundreds of thousands of homes, he 
said, want water heaters. ‘But,’’ he pointed out, ‘‘heaters 
must be sold; nobody is going to walk in and ask for 
them.” 

He showed how master plumbers can use the various 
heater organizations for their benefit, and can secure from 
these organizations, without cost, the services of salesmen. 
The'water heater companies are spending a great deal to 
educate the public, and plumbing dealers should take 
advantage of this education. 

Nipples and_ Slate 

Dixon C. Williams, president of the Chicago Nipple 
Manufacturing Company, gave a breezy talk on nipples 
and how he happened to get into the nipple business. He 
left one thought which plumbing and heating men might 
keep in mind.. It is a thought borrowed from a tailor 
who said to a doubtful-pay customer: ‘‘You pay one-half 
the price of a suit of clothes before I touch the job, and 
you pay the other half before you touch it.” 

W.S. Hay, of the National Slate Association, said slate 
manufacturers are trying to keep business at an even flow. 








Top: August 
Eidman, Jr., and 
Thomas J. Thaler, 
Both of Balti- 
more; Wm. Brody 


City, and Frank 
J. Carberry, 
Glendale, L. L— 
Center: Miss 
Bernice Arnold 


Long Island and Mrs. W. P. 

Arnold, of Chicago; Charles Shirrmeister, of Brooklyn, and 

J. S. Lawler, of New York City. Bottom: I. Choler, Passaic, 
N. J. 
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SPEAKERS SPEAK 
T may seem a bit unusual to put some of the first and 
middle features of the convention near the last. But, 
you remember, someone once said something about the 
first being last, and the last being first. And, anyway, 
the Atlantic City convention was a bit unusual. At the 
first rap of President Irvine’s gavel the delegates settled 
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Top Picture: Mrs. Wm. J. Woolley, Orville Woolley and Miss 

Louise Woolley, All of Evansville, Ind.—Center: Ww. Hz. 

Starke, W. A. Crotty and L. Oors, of Central Foundry Co., 

New York City; John A. Sharp, of New York City.—Bottom 

Picture: Miss Bee Greenbaum, Cleveland; Mrs. H. Schnabel 
and Son, William, of Washington, D. C. 


down to do some work, and so, in reviewing the proceed- 
ings, the work has been emphasized by putting it in the 
foreground. 

Every first-class convention needs at least one inspira- 
tional speaker, and the forty-first had him in the Rev. 
Robert Arthur Elwood, of the Boardwalk Church of 
Atlantie City. 

Mr. Elwood lead the singing of ‘‘America,’’ delivered 
the invocation, and then took off his coat and made every- 
body feel at home by talking like Colonel Archer. 

The Rev. Elwood is as full of stories as a porcupine is 
supposed to be full of quills, and just as pointed, too. He 
made a deep impression, and along with his fun he 
sprinkled a deal of common sense. 


A Representative of Herbert Hoover 

William A. Durgin, of the United States Department of 
Commerce, made a strong plea for simplified practices in 
plumbing and heating. 

He believes, as Herbert Hoover believes, that the great- 
est need of business is simplification. ‘‘The waste in the 
industries of the United States,’’ said Mr. Durgin, ‘“‘varies 
from 29 to 64 per cent. The average waste is 40 per 
cent, which means that forty cents out of every dollar 
that goes into industry is absolutely thrown away— 
wasted. If only 20 per cent of this industrial waste could 
be saved it would amount to ten billion dollars per year.”’ 
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He gave two very strong illustrations of what simplified 
manufacture will do. One was of the common every-day 
tool known as the ax. Upon investigation it was found 
that 6118 varieties of axes were being manufactured. 
After this was called to the attention of manufacturers, 
they began reducing the number. 
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Top Row: Mr. and Mrs. F. C. Dorsey, of Baltimore, Md.; Mr. 

and Mrs. J. B. Rockford, of Gary, Ind.—Center: Matthew J. 

Kennedy, President of the New York State Master Plumbers’ 

Association; Thomas E. O’Brien and John E. Dixon, Both of 

Brooklyn, N. Y.—At the Bottom: Mr. and Mrs. Nelson 
Barnes, and Miss Davis, All of Baltimore, Md. 


As another illustration, he mentioned that sixty-six 
kinds: of paving brick were being manufactured. But 
when this was shown to the manufacturers, it took only 
two hours for them to reduce the number from sixty-six 
to eleven. Four months later they had reduced the num- 
ber to seven, and now they are making only six kinds of 
brick—one-tenth of the varieties formerly manufactured. 

Mr. Durgin invited the plumbing indusiry to co-operate 
with the Department of Commerce in bringing about a 
similar simplification. As he said, “The function of 
government is to serve the citizen.”’ 

Let Government Co-operate 

Senator Walter Edge of New Jersey was introduced 
by his friend, Vice-President Samuel F. Wilson of Newark. 
Senator Edge took the cue for his talk from a question 
asked by William McCoach, of Philadelphia, as to whether 
certain points in the proposed co-operation of gas com- 
panies and plumbers had been approved by the authorities 
at Washington. 

The Senator said Mr. McCoach’s question proved to him, 
as had been proved again and again, that the average 
American business man is not dishonest, and for business 
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men to have a feeling that the government is watching 
them is wrong. 

“T believe in certain regulations,’’ said the Senator, ‘‘but 
when those regulations decide in advance that business 
men are dishonest, I think the government goes beyona 
its function.” 

He spoke of the recent indictment and conviction of the 
pottery manufacturers as an illustration of how men, in 
trying to conduct their business to meet the demands of 
that business, may happen to violate a technicality. He 
declared that it was the duty of government not to convict 
men on technicalities, but to give them information which 
would keep them from violating certain laws. 

“TI do not believe a man is a criminal because he is 
successful,’’ said Senator Edge. ‘‘Give him opportunity. 
and let the government co-operate with him instead of 
trying to control him.” 

The Three C’s of Business 

W. H. Farley, of the National Cash Register Company, 
gave a strong talk on salesmanship. He said the most 
important thing in business is the customer, and during 
the convention he had heard very little said about him. 
He then mentioned the three C’s, which are Character, 
Confidence, Coin. 

“The thing we are all after in business,’’ said Mr. Farley, 
“is the coin. But we cannot get the coin unless we have 
the customer’s confidence, and we cannot get his confidence 
unless we put character into our business.’’ 

He urged every master plumber to hire men or women 
to make house to house canvasses to find out what people 
need in their homes, and then show them that that need 
can be supplied. He said: 

“If you are not getting business the fault is with you.” 

“Cheap stuff never pays.” 

“Sell your customers quality. 

“Do not let one of your men loaf on the time of your 
customer.”’ 

“Telephone and find out what your customers think of 
the jobs you have done for them.” 


, 
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Top: H. N. Thorn, A. J. Phillips, H. R. Hurst, Wm. M. Ander- 

son, Plumbing and Heating Contractor of Philadelphia, 

President J. Harvey Borton, Felix Karbasz, E. W. Russell, F. 

J. Muend, All of Haines, Jones & Cadbury Co., Philadelphia, 

Except Mr. Anderson.—Bottom: A Delegation from Connecti- 
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Top Row: J. M. Denny, National Tube Co., Pittsburgh; Mrs, Harold Leonard, Pittsfield, Mass.; H. L. Harbison and W. L. 


Schaeffer, Both of National Tube Co., Pittsburgh; C. W. 
0.; Geo. H. Toulson, Endicott, N. Y¥.—Second Row: F. G,. 


Rishell, Endicott, N. Y.; Alfred F. Howe, Borden Co., Warren, 
Curtin, Andrew F,. Curtin, John J. Cook, John J. Curtin, Andrew 


F. Curtin, Jr., All of A. F. Curtin Valve Co., Medford, Mass.—Third Row: H. E. Klein, W. W. Edwards, H. I. Field, C. A. 


Kuebler, W. J. Lantz, H. E. Lauman, H. R. Eicher, All of 


Duro Pump & Mfz. Co., Dayton, 0.; O. C. Draper, L. J. Evans, 


Philip Mueller, Fred B. Mueller, W. R. James, L. W. Mueller and Charles Wagenseller, All of H. Mueller Mfg. Co., Decatur, IIL. 


—Bottom Picture: L. L. Smith, R. C. Angelbeck, H. W. 


“Do not wait until something happens and the customer 
calls you down. Call him up and see what has happened.” 

“One of these days the building boom will stop. Then 
you will have to do more retailing. Now is the time to 
get ready to retail.’ 

“Plumbers are the sanitary purveyors to the world.” 

“Educate your men that they may educate your cus- 
tomers.” 

“Make a selling opportunity every time a person comes 
into your place of business.”’ 


ELECTION OF OFFICERS 

HE interesting hour, the human hour, the sentimental 
hour of a National Association convention is the elec- 

tion hour. This is a sort of “free-for-all,” as you might 
say. There are tributes paid to retiring officers, and 
tributes paid to incoming officers. Everybody has a good 
time, and no matter what may have happened during the 
three days that have gone before, the election hour gives 
a touch of glory and fellowship to the whole proceedings. 
As has been the custom, the vice-president became the 
president, and so Vice-President Wilson, of Newark, N. J., 
was elected president to succeed John S. Irvine, of Detroit. 
Mr. Wilson could not say it was ‘‘so unexpected,’’ but 
he did say, “‘It is a great honor to be your president, and 
also a great responsibility to follow a man like Mr. Irvine. 
I hope to do as much as he has done. The past year has 
been a progressive year, and I shall try to make the next 


Borell and J. E. Martin, All of Kohler Co., Kohler, Wis. 


year a progressive year. I intend to select men who will 
work, just as Mr. Irvine selected men who did work.” 

At the request of Mr. Irvine, Mr. Hornbrook pinned on 
the coat of the new president the official badge. At the 
Detroit convention, it may be remembered, Mr. and Mrs. 
Hornbrook presented the association with a _ beautiful 
badge which is to be worn by each successive president. 

The big struggle always centers in the election of a 
vice-president, but this year everybody seemed to turn to 
John J. Vogelpohl, of Cincinnati. 

His name was put in nomination by Matthew J. Ken- 
nedy, president of the New York State Association. After 
being seconded by delegates from East, West, North and 
South, Mr. Vogelpohl was declared unanimously elected, 
and was escorted to the platform. 

In a brief speech he emphasized an important point: 
“We frequently hear it said that an association is com- 
posed of an inner circle of men, and this is true, but they 
are the men who carry the load,—the men who do the 
work. To get anywhere, to do anything in an association 
requires work and time. The men who are willing to 
work and willing to give their time compose the inner 
circle.” 

Walter Nolan, of Washington, D. C., nominated Richard 
J. Welch, of Lowell, Mass., to succeed himself as treasurer. 
Whenever the National Association gets a good treasurer, 
it tries to keep him. And ‘‘Dick,’’ as he is familiarly 
called, has proved to be one of the very good treasurers. 
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President Wilson announced the appointment of James 
F. Hanley, of Newark, N. J., as secretary for the coming 
year. Mr. Hanley has been in association work for 
twenty-five years and he and Mr. Wilson have heretofore 
worked shoulder to shoulder. 

President Wilson also announced the good news that 
Joseph W. Cannon, Jr., will remain as executive secretary. 


THE PAST PRESIDENTS’ CLUB 

N the first evening of the convention the Past Presi- 
I dents’ Club held its second annual banquet. This 
club was organized a year ago at Detroit, with Jeremiah 
Sheehan as president. 

jathered around a table in a private dining room at 
the Breakers, the members exchanged experiences, fanned 
into new life old memories, and kept aglow the spirit of 
association. 

To be a member of this club one must be a past presi- 
dent of the National Association—an association that each 
loves as though it were his child. 

Three new members were initiated — Al. 
Joseph W. Cannon and A. Selden Walker. 


C. Eynon, 
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Those attending this second banquet and reunion were 
Jeremiah Sheehan, St. Louis; Daniel G. Finnerty, Boston; 
William H. Doyle and D. F. Durkin, Jr., Philadelphia; 
E. D. Hornbrook, Kansas City; Patrick Murphy and 
Charles Boyd, Chicago; Walter D. Nolan, Washington, 
D. C.; A. Selden Walker, East Orange, N. J.; Al. C. Eynon, 


Canton, Ohio; Frank J. Fee, New York City; James S. 


Cassedy, Cambridge, Mass.; Frank B. Lasette, New York 
City; Joseph W. Cannon, Chicago, and Wm. McCoach and 
Geo. Uber, Philadelphia, charter members of the National 
Association. 
ENTERTAINMENT 

INCE Atlantic City is a popular playground, the 
S conventionites were given plenty of freedom in the 
selection of their entertainment. Thus visitors could 
follow the program of the entertainment committee, or 
go their way and pick the pleasures they liked best. 

The New Jersey State Association acted as host for the 
convention of the National Association, with William F. 
Beck, of Orange, as chairman of the entertainment com- 
mittee. 

This committee provided souvenirs for the ladies, and 

















Upper Left: Thomas P. Wade, of Wade Iron Sanitary Mfg. Co., of Chicago.—Group Top Center: W. A. Heseltine, H. M. Holdredge, 
H. C. Leonard, A. S. Creelin, All of Robbins Gamwell Co., of Pittsfield, Mass.—Upper Right: D. C. Lindsay, of the Chicago 
Branch of the Ruud Mfg. Co.—Next Row: E. B. Fraser, of Atlas Brass Mfg. Co., of Bellefontaine, 0.; J. T. Fitzsimmons, 
of Plumbing Sales Co., Chicago; Perry Russell, Chicago, and G. W. Fisher, Atlas Brass Mfg. Co., Bellefontaine, 0.—Center: L. 
E. Sturdevant, of Sturdy Mfg. Co., Stroudsburg, Pa.—at his right : “Hock Whelan, of Thos. Maddock’s Sons Co., Trenton, N. J.; H. 
J. Sanborn, of Miami, Fla.; Thos. J. Berkstresser and Chas. Rosencrans, of Monmouth Plumbing Supply Co., Long Beach, L. I.— 
Three in a Row: Sam Wetzler, of the Blue Seal Chemical Co., Roselle, N. J.; Harry Gretsky, of J. P. Powers Mfg. Co., 
Ossining, N. Y., and H. S. Fife, of the Kitson Co., Philadelphia, Pa.—At Their Right Are: Norman Boosey, of Greenwood 
Mfg. Co., Detroit; M. H. Henesey, of H. E. Hessler Co., of Syracuse, N. Y.; H. E. Shenton, of Neptune Meter Co., New York 
City, and R. G. MeGuilkin, of Richardson & Boynton Co., New York City —Bottom: W. J. Lodge and R. G. Savill, Both of 
Thos. Savill’s Sons Co., Philadelphia; J. Stahl, of Hercules Chemical Co., New York City, J. J. Delany and J. H. Caffray, 
Both of Coyne & Delany Co., Brooklyn 
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coupon tickets for members and their friends. These 
tickets entitled the holders to free rides in the wicker 
chair cars, so popular on the Boardwalk, and admission 
to the Boardwalk amusements, including the Steeplechase, 
vaudeville and concerts. One of the forms of entertain- 
ment that was particularly enjoyed was a sail on the 
ocean. 
The Ball on the Closing Night 

The ball in the Egyptian room of the Breakers hotel on 
Thursday night closed three busy days of work and play. 

The grand march was impressive for this reason: It 
was led by President and Mrs. Wilson, who were followed 
by past presidents and other national officials and their 
ladies. 

During the evening Miss Connie Klaxton, representing 
the Lebanon Machine Co., sang several much-appreciated 
songs. 

The Thrill of the Convention 

A thrilling event, which was also good advertising, was 
staged by the Lebanon Machine Co., Inc., of Lebanon, 
N. H. Miss Connie Klaxton, with her singing, attracted a 
large crowd to the Boardwalk opposite the Breakers hotel. 
Then appeared ‘‘Daredevil’’ Reynolds, who announced that 
he would climb the front wall of the Breakers from the 
bottom to the top. 

He proceeded to give a fine imitation of Harold Lloyd in 
“Safety Last.’”’ Or is Lloyd giving an imitation of Rey- 
nolds? It really doesn’t matter. Both are thrilling. 

After scaling the wall, and after causing his audience 
to catch its breath and drop its dignity several times, 
Reynolds stood on the edge of the roof and performed 
a number of gasping stunts. 

And—Oh, yes—all the while Reynolds was climbing 
skyward he carried a sign on his back which said some- 
thing about Speedee-Heet. 


MUCH WORK IN FEW WORDS 

F anybody ever goes to a national convention looking 
I for a steady, hard working job, see to it that he is 
given the job of reading clerk. This year the lucky ones 
were A. A. Zertanna, of St. Louis, and August Krieger, of 
Union Hill, N. J. Zertanna has served so often that to 
read essays and resolutions is more like a recreation than 
a job. The reading clerks deserve a vote of thanks. 

Speaking of thanks, pass a vote to the credentials com- 
mittee also. Besides Robert H. Pflug-Felder, who has 
been mentioned, this year’s committee was composed of 
F. S. Cullyford, Colorado; R. G. Thomas, Texas; Wm. A. 
Decker, Michigan; James M. Russell, South Carolina. 

And vote another vote of thanks to the resolutions 
committee. 

President Irvine, in his report, mentioned that the 
Wyoming State Association had been reorganized. 

His administration installed a thorough system of ac- 
counting. And Secretary Hughes suggested that it would 
be well for local and state associations to adopt this same 
system. 

It is now expected that the directory of members of the 
National Association may be issued twice a year, instead 
of once a year, as heretofore. 

When National Director J. F. Wallace, of Denver, visited 
Huron, S. D., last March, the local association had four- 
teen members. It now has forty-five, and is still growing. 

The National Association approved a uniform size of 
catalogues. Thus it believes in relieving the salesman’s 
burden, and it hopes manufacturers believe likewise. 

The co-operation of gas companies and master plumbers 
is: strongly endorsed by the National Association. 
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A commercial emblem, like the one which has been 
widely used during the last few months, was recommended. 
The use of this emblem will help to stamp on the public 
mind that the plumber believes in quality goods and 
dependable service. 


Support Herbert Hoover in every way in the legislation 
he is trying to put through congress. In the end this will 
result in better conditions for business. 

Atlanta, Ga., and Wildwood, N. J., sent invitations for 
the 1924 convention. The time and the place of next 
year’s convention will be decided by the new board of 
directors. 

A committee was appointed to purchase a suitable ;ift 
as an appreciation of the services of Ex-president Irvii'e. 


W. W. Gleadell, a prominent master plumber of Me’- 
bourne, Australia, attended the convention and took in 
every detail of the exposition. 

The Illinois-Wisconsin delegation, aboard its special 
train from Chicago to Atlantic City, had a pleasant and 
companionable trip. 

President Irvine believes the National Association needs 
the services of an organizer. Many others think the same. 

The present records show that the National Association 
has 9,492 members. 























Two of the Popular Spots at the Convention: Above Is 
“Domestic Engineering” Headquarters at the Breakers Hotel, 
the Coolest Spot in New Jersey and to Which Warm Hand- 
shakes and Cold Punch Brought Many Visitors.—Below Is 
One of the Bright Spots in the Exposition, Where the Bath a 
Day Beacon Directed the Traveler on the Highway of Plumb- 
ing and,Heating to Bigger and Better Things in the Trade 








The Women’s Auxiliary Meets 


Excellent Progress Shown—Much Educational and Social 
Work Planned for the Future—All Officers Re-Elected 


of Master Plumbers, born in June, 1919, swung into 
action for the fifth time in the very place of its 
birth, Hotel Breakers, Atlantic City, N. J., and celebrated 
its anniversary with an enthusiastic and earnest business 
program that proved the value of such an auxiliary to the 
parent body. 
The ladies’ field, welfare, benevolent, social, and par- 
ticularly educational work has been and will be a big one. 


Te: Women’s Auxiliary of the National Association 























Top Row: Past President Jeremiah Sheehan, of St. Louis, 

Mo.; Mrs. E. D. Hornbrook, Kansas City, Mo., President of the 

Women’s Auxiliary; Past President Daniel G. Finnerty, Bos- 

ton, Mass.—Bottom Row: L. R. Friend, Joseph Wittig and 
Jacob Schuh, All of Milwaukee, Wis. 


That it is being properly covered by these mistress plumb- 
ers, that this certain angle of the plumbing business can 
be most fully developed only by the ladies, that the auxil- 
iary enables them to be a help and inspiration to their 
husbands in their work, in short, that we cannot do with- 
out the ladies, as D. F. Durkin, Jr., of Philadelphia, put 
it, are a few of the thoughts carried away from this meet- 
ing. 

Close to two hundred delegates and members were pres- 
ent when Mrs. E. D. Hornbrook called the assembly to 
order for the invocation of the Reverend Robert Arthur 
Elwood, of Atlantic City. 

Dr. James G. Cumming, of Philadelphia, read an excel- 
lent paper on the relation of public health to plumbing. 
The educating of the public to the need of proper sanita- 
tion is a crying need, and he urged the ladies, as partners 
of the men who are versed in sanitary science, to fight con- 
stantly for safe plumbing, heating and ventilation in 
schools and public buildings. 


Dr. Cumming found in the slogan, ‘‘A Bath a Day Keeps 
You Fit Every Way,” the greatest preventative in the 
world for disease. He explained how, by advocating all 
such propaganda, encouraging the construction of swim- 
ming pools, and reporting any evidences of insanitation 
and improper plumbing to their local chambers of com- 
merce or civic clubs, the ladies could help the work their 
husbands are doing to make this world a safe and a better 
place in which to live. 

The First State to Qualify 

Massachusetts is the first state auxiliary, properly 
organized, to join the national auxiliary, having the tnree 
local organizations necessary to becoming a state body. 

As a token of the esteem in which the National Auxil- 
iary holds this state’s work, a beautiful membership cup 
was presented to Mrs. J. Preston Perham, president of the 
Massachusetts Women’s Auxiliary. Jeremiah Sheehan, of 
St. Louis, the oldest living past national president and 
president of the past presidents’ club, made the speech of 


presentation. 
Madame President Hornbrook, who, as_ everybody 
knows, is from Kansas City, in her report told of the 


growth of the auxiliary, and pointed out that where there 
are auxiliaries there is a kindlier and more co-operative 
among p umbers. She urged the ladies to take a 
in this work and gave the trade press great 
spreading the doctrine of 
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The Bath a Day Movement 

The major portion of the educational work done has 
been the furthering of the Bath a Day movement. The 
gist cf most of the delegates’ reports was the progress of 
tl eir campaigns along this line, 

Feeling that frequent bathing means health conserva- 
tion, the educational committee has placed copies of ‘‘The 
Story of the Bath’’ in the hands of welfare workers, in 

















J. Kelly, Mrs. H. J. Farrell, 


all of Camden, N. J. 


Mrs. C. H. Brower, Mrs. W. 
Mrs. Chas. Geiger, 


motkers’ clubs, social organizations, factory rest rooms 
and the iike, and saw to the best of their ability that the 
lessons taught by this little book were practiced. Such 
encouraging results were obtained, such hearty recom- 
mendations were received from school superintendents 
and others whom they made acquainted with ‘‘The Story 
of the Bath,’’ that the meeting unanimously endorsed the 
movement as the chief feature of the coming year’s cam- 
paign. Several of the local organizations are planning 
on having essay contests on the need of frequent bathing, 
with cash prizes for the best essay submitted, 
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Mrs. Allen John Weinhardt, Terre Haute, Ind., presi- 
dent of the Indiana Auxiliary, represents a live organiza- 
tion. Every possible way of making money, from selling 
rags to sewing, has been employed by the Indiana ladies, 
and the proceeds go to swell a students’ fund. This fund 
is used to defray the expense of educating and training 
young men in plumbing, and Mrs.-Weinhardt reports that 
they have pledged to send twenty boys to Valparaiso Uni- 
versity, Valparaiso, Ind., for a thorough engineering 
course that specializes in plumbing and heating. 

The meeting, besides endorsing the Bath a Day move- 
ment, voted to send letters of sympathy to the potters now 
under conviction for the alleged violation of the Sherman 
Anti-Trust law, and also went on record as endorsing the 
move for public comfort stations on the highways. 

Were Well Entertained 

Mrs. Hornbrook donated a beautiful quilt to the auxil- 
iary. This was sold at Atlantic City to raise money for 
further educational work. Two hundred fifty-eight dollars 
and fifty cents was taken in, which, with the regular dues, 
will provide funds for the work which is so sorely needed. 

It need hardly be mentioned that the ladies were a vital 
factor in the success of this entire national meeting. Aside 
from the actual work done, aside from their evidences of a 
most successful organization, they provided the color and 
that indescribable balance so indispensable to any large 
gathering. ; 

Atlantic City being the so-called ‘‘playground of the 
world,’ no organized entertainment was planned. The 
New Jersey Association of Master Plumbers, the host of 
the national association, provided tickets for the ladies 
for chair rides on the boardwalk, for a boat ride, for an 
automobile sight-seeing trip, and for the pleasures on tap 
at the Steel Pier and Steeplechase. In small groups the 
ladies mixed around, made many friends, and enjoyed to 
the utmost all the opportunities for fun that can be found 
at Atlantic City. 

The business sessions of the auxiliary were enlivened 
by several beautiful harp selections by Miss Josephine 
McCue of Atlantic City. 

Otticers Re-elected 

Because of the capable and efficient manner in which 
the destinies of the auxiliary have been guided under the 
present oificers, the following ladies were unanimously 
re-elected: 

President, Mrs. E. D. Hornbrook, Kansas City, Mo. 

First vice-president, Mrs. P. D. McCarthy, Syracuse, 
N.Y: 

Second vice-president, Mrs. J. A. Diggle, Indianapolis, 
Ind. 

Third vice-president, Mrs. William Roesch, Shawnee, 
Okla. 

Treasurer, Mrs. Leo J. Davis, Cetroit, Mich. 
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Corresponding secretary, Mrs. Pauline Hacker, Kansas 
City, Mo. 
Recording secretary, Mrs. Samuel F. Wilson, Newark. 
Auditor, Mrs. W. H. Cowger, Kansas City, Mo. 
The Women’s Auxiliary plays an important part in the 





Top Row: Mrs. Wal- 
ter D. Nolan and 
Parker Nolan, of Washing- 
ton, D. C.; Mrs. William 
Orriss, of North Hudson, 
N. J.. and Mrs. Charles 
Zimmerman, President of 
the Women’s Auviliary of 
North Hudson.—Center: 
Mrs. Charles Strack and Mrs. L. C. Simpson, of Camden, 
N. J.; Mr. and Mrs. Harry P. Schaub, of West Orange, N, J. 
—At the Bottom: Garrett Frankland, of Toronto, Can., Sec- 
retary of the Ontario Society of Sanitary and Heating Engi- 
neers, and Edward F. Bohn, Secretary of Plumbing Secre- 
taries National Conference, Cleveland, O. 


work of plumbing and heating. Its usefulness is more 
and more appreciated. And it will grow and prosper. 

It is believed, and the belief is well founded, that the 
various women’s auxiliaries scattered throughout the 
country will do a most important work during the coming 
year. The part the women’s organizations can play in 
furthering the interests of plumbing now seems to be 
pretty well understood. The women have proved to 
themselves what they can do, and they are proving to the 
men the necessity of doing it. Therefore, expect some big 
things from the women. 





Left to Right: J. Preston Perham, of Boston, Mass.; Capt. Robert Robertson, of Beverly, Mass.; Mrs. J. Preston Perham, 
President of the Massachusetts Women’s Auxiliary; Mrs. Robert Robertson, of Beverly, Mass.; R. V. Worthen, of Leominster, 
Mass.; C. H. Smith, of Boston, Mass.; H. W. Lloyd, of Springfield, Mass.; Mrs. L. H. Jacobs, of Boston, Mass.; W. T. Wordell, 


of Taunton, Mass.; L. H. Jacobs, of Boston, Mass.; William P. 


Goss, President of the Master Plumbers’ Association, of San 


Francisco, Calif.; J. J. Hokom, of Los Angeles, Calif.; Charles M. Swinnerton, President of the Los Angeles Master Plumbers’ 
Association; J. J. Hokom, Jr., of Los Angeles, Calif; Mrs. N. Newsome, Mrs, E. H. Worley, Miss G. Newsome, Mrs. W. W. 
Myers and Mrs, William B, Fox, All of the Women’s Auxiliary of Philadelphia. Pa, 











At Work and at Play, With the 


exact, is the location of Atlantic City. To be sure, 

the three miles are three of the sloppiest miles in the 
universe. But their sloppyness hasn’t anything to do 
with what I’m about to say. Borrowing the thought of 
Matthew J. Kennedy, president of the New York State 
Association, I want to say, as Kennedy said: “A president 
who can make a success of a convention within three 
miles of the three mile limit, and at the playground of the 
world, to boot, is some president.” 

And John S. Irvine was some president. As a matter of 
fact, his administration was some administration. 

I don’t know why it is, but whenever I see Irvine I think 
of a Roman senator. Not that I ever saw a Roman 
senator, you understand, and not that Irvine is an orator. 
The truth is he distinctly isn’t. He knows that he isn’t an 
orator. He says what he has to say, and lets it go at that. 
He likes action better than talk. He keeps before him 
two words, ‘“‘work’’ and “perseverance.’”’ The one thing 
he knows well is to get the job done. 

So, his associate officers, directors and committeemen, 
taking their cue from their leader, did little talk and 
much work. Result: a big pile of wood sawed. 


"Tene. miles from the three mile limit. That, to be 


{ 

PEAKING of getting the job done, hats off to Mrs. E. 

S D. Hornbrook. Whenever things get into a jam, she 

steps up, hits whatever should be hit squarely on the 

nose, rings the bell, and there you are. Therefore, the 

best man associated with the National Association is a 
woman. 

I may be wrong, because I can’t go back into the past 
with William McCoach, who hasn’t missed a convention 
since the association started; nor George F. Uber, who 
has missed only two; nor Jeremiah Sheehan, the oldest 
past president; nor Daniel Finnerty, who is Sheehan’s 
close second. I say I may be wrong, but it seems to me 
that the Irvine administration did about the best job of 
real work that could be done. 

For instance, take Vice-President (now president) Wil- 
son, and Treasurer Welch, and Secretary Hughes, also 














Executive Clerk Cannon—did anybody catch them playing 
hookey? Not a play. 

Go down the list of directors. There were few orators 
among them, but there were plenty of workers. Talk has 
its place, as Dr. C. A. Prosser, of Minneapolis, proved, but 
it takes more than the “gift of gab,’’ cheers and resolu- 
tions to do things. And an industry moves only as things 
are done. 

J. F. Wallace, of Denver, topped the list of directors in 
the number of miles traveled and in the number of days 
spent in work for the association. But let us list them 
all, for all did all they could. They were Joseph W. 
Cannon, Chicago; August V. Eidman, Baltimore; J. A. 
Gallivan, Muncie, Ind.; James Griggs, Tacoma; John J. 
Hokom, Los Angeles; C. L. Kennedy, St. Joseph, Mo.; J. 
O. Montrief, Fort Worth, Texas; Thomas F. Nolan, Albany, 
N. Y.; George F. Reeke, Green Bay, Wis.; S. A. Tompkins, 
Charlotte, N. C. 

May this year’s board be made up of men of the same 
kind of stuff, say I, and say all, I think. 


the committeemen. Their reports showed that they 
hadn’t been lolling in hammocks. Take the apprentice- 
ship committee as an illustration. John A. Quinn, Edward 
Kanney, J. F. Wallace, J. J. Loughlin and Carl R. Smith 
didn’t stick to union hours in working out the apprentice- 
ship problem, you can bet on that. 

Or take Frederick Fladd and his co-workers on the 
educational committee. They didn’t start the ball rolling 
that finally rolled ‘‘The Story of the Bath” into the schools 
of a number of cities without rolling up their sleeves. 

And the same may be said of Walter Nolan and his 
conference committee, Thomas F. Hanley and his stand- 
ardization committee and Joseph A. Sprouls and his essay 
committee. ; 

Work, work, work—that was last year’s song. There 
may be a better way than work, but I don’t know what 
it is. And neither does John S. Irvine nor any one else 
who gets the job done. 


& giving credit to the workers we should not forget 














Delegation from Cincinnati, Ohio—Delegates from St. 


Louis, Mo.—Last Picture: E, J. Benning, Fred Seip and Paul Jacoby, 
All of Chicago; John Bechtel, Milwaukee; W. J. Sievert and Alfred Jones, Both of Chicago 
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Accent on Work 


HAT would a convention be without the old 
WF eure: Well, the old guard was at Atlantic City 
stronger than ever. Some of them are not so old, of 
course, but when a man retires as president he is imme- 
diately given a seat among the old guard. These men are 
like so many mileposts, pointing the way up which the 
plumbing business has come. And, if you listen to the 
oldest of the old guard, you will realize there were some 
pretty stormy times back forty, thirty, twenty years ago. 

At the forks of the road—the place which separates the 
past from the future—stands ‘Bill’? Woolley. He points 
to the bigger, better days ahead. He may or he may not 
be a Moses, whatever that means, but he is a strong 
directing influence. And in a business as big as the 
plumbing business we can’t have too many men and 
women who are working for the good of tomorrow and 
the day after. 

But, returning to the old guard, there must be some- 
thing in the practice of plumbing that keeps its active 
members fit in every way. None of them look their years, 
and, judged by their actions, few of them feel the passing 
of time. 

Fourteen ex-presidents bowed to the admiring delegates, 
and each left his imprint on the convention. 

The old guard will always be with us. Long live the 
old guard. 


ERE is a strange thing. Atlantic City is supposed 

to be the great place to play, yet few took much 
time off to do the merry-merry. Most of the playing was 
in visiting old friends or in smiling across a dinner table, 
if you care to call that play. 

The nearest thing to amusement, aside from the Steeple- 
chase, was in watching the faces of those who were 
wheeled up and down the Boardwalk in the wheel chairs. 
Perhaps you enjoyed this free show.. Some men, and 
women, too, leaned back in their chairs with an expression 
which said, ‘‘Behold the king!”” Others seemed to say, “I 
wonder if anybody from home will see me?” 


The Boardwalk is a passing show in which the actors 
pay to give their own performance. 
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As Viewed by 
The Onlooker 


Those who went into the ocean or baked themselves on 
the sand carried home a coat of tan that will be the envy 
of all their friends. Which reminds me that a long- 
standing joke is not so much of a joke after all. You 
may have heard the joke and thought it was nothing more 
than a joke, but it isn’t. 

It was like this. I went into a drug store and asked 
for a can of talcum powder. The clerk took a can from 
a Shelf and was about to wrap it up. But he stopped and 
asked, “Is the powder for you?” I told him it was. 
“Then,” said he, ‘I’ll give you another kind.’’ As he 
started to wrap the second can I saw that it was Mennen’s. 
“Oh,” said I, pulling the old joke, ‘‘“Mennen’s for men and 
women’s for women.” He answered, ‘‘Yes,” that’s right.” 
And he never smiled. 

I didn’t have time to get the figures, but it would be 
safe to say that more talcum powder is sold in Atlantic 
City than in any other place in the country. You can see 
more pink and red complexions in the city by the Atlantic 
than anywhere you go. Everybody there looks as though 
he had taken on the Bath a Day habit. 

e 

URING his talk on the apprenticeship problem, Dr. 
D Prosser told an apt story. It was about two Swedes 
in Minnesota. One of them had just bought a new flivver. 
He couldn’t handle it very well, but he invited his friend, 
Ole, to take a ride. Ole was sitting in the rear seat when 
the driver lost control of the car. The flivver shot over 
an embankment, was hitting the high places, and was 
headed straight for the river. 

“Yump, Ole, yump!”’ again yelled the driver. “I say, 
on and never moved. ; 

“Yump, Ole yump!”’ again yelled the driver. “I say, 
Ole, why don’t you yump?”’ 

“How can I yump?” said Ole, ‘‘when I ain’t got no place 
to stood.” 

But with all the good work done at Atlantic City, the 
plumbing industry, through the National Association, now 
has a ‘“‘place to stood.’’ And the business should ‘“yump” 
and ‘‘yump” far during the next year and the years there- 
after. Well, I guess so. Watch it ‘“‘yump.” 














Some Delegates from North Hudson, N. J.—Delegates from St. Louis, Mo.—Delegates from Chicago 
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The Exhibits on the Garden Pier 


directly opposite convention headquarters at The 

Breakers, housed the exhibits of manufacturers of 
all kinds of standard material and specialties used in the 
plumbing industry. .Delegates, members and guests of 
the National Association of Master Plumbers and the 
visiting public thronged the aisles constantly during the 
three day meeting, and stopped, looked and listened to 
explanations of their advantage at each booth. It would 
be impossible to review the comprehensive display ar- 
ranged for their benefit and talk to the many repre- 
sentatives present without getting a new insight into the 
supply source of their business and interesting and valu- 
able ideas for developing to the fullest extent their work 
of giving real service to their own public at home. 

Education and interest were the factors which were 
kept in mind in the arrangement of the various booths, 
and the result was the showing of newer and better 
methods of merchandising, practical demonstrations of 
working models in complete and sectional views, artistic 
and attractive layouts and actual applications of products 
to the use for which they are intended. Many of the 
manufacturers gave valuable and handsome souvenirs. 
All were keenly interested in the success of the conven- 
tion, and provided entertainment and pleasure for the 
thousands who stopped to look at the displays and talk 
to the men in charge. 

Thanks are due indeed to the following concerns for 
their part in making this annual meeting a well balanced 
and delightful occasion: 

A big square board held every size and type nipple 
that the Chicago Nipple Manufacturing Co., Chicago, IIl., 
manufactures, and Mallory Bedingfield, 
Baltimore plant manager, stood beside it 
andetold them what it was all about. 


G sivect PIER, stretching out over the ocean and 


The Lebanon Machine Co., Inc., Lebanon, 
N. H., saw that Speedee-Heet was much 
in evidence everywhere, from the exhibit 
on the pier to the top of the Hotel 
Breakers. its exhibit booth was in charge 
of B. E. Chenard, sales manager; M. J. 
Reid and T. B. Garvin, all of New York 
City; Roy Morrison, Boston, and P. R. Hat- 
ton, Lebanon, N. H. 


A new portable window display stand 
for its drain pipe solvent made the pro- 
gressive merchant plumber stop at the 
booth of the Blue Seal Chemical Co.,° of 
Reading, Pa. When he stopped he saw 
plenty of cans of the solvent forming a 
back ground for S. G. Wetzler, president, 
Arnold Stahl and O. E. Quitman. 


C. Behringer, secretary, and Edw. H. 
Behringer, sales manager, expounded the 
merits of their 5-in-1 and De Luxe heaters, 
coil pipe hangers and radiator plate 
hangers. The E. Behringer Sheet Metal 
Works, Inc., Newark, N. J., is the source 
from which they come. 





An imported glass heating demonstra- 
tion in a Pebco boiler was a unique feature 
that Pierce, Butler & Pierce Manufacturing 





The Human Fly and Acrobat 


Climbed Hotel 
‘ . se Did Other Stunts to Adver- 
Corporation, New York City, arranged. tise Speedee-Heet 
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The glad hand was extended by H. C. Cody, A. O. Christ- 
ian, J. T. H. Anderson, Leon T. Fest, and E. H. Giles, all 
of Philadelphia. 

A pleasing array of all clay ware was the exhibit of 
The Monument Pottery Co., Trenton, N. J. It was worth 
while to stop and chat with Fred A. Goexe, secretary, 
Russell M. Jamieson, advertising manager, Harold W. 
Wolff, president, Franklin J. Wolff, treasurer, all of 
Trenton, C. A. Wagner, Philadelphia representative, and 
Otto A. Weiss, also of Trenton, N. J. 


Conspicuously set off was the flush valve of Sloan Valve 
Co., of Chicago, Ill. Simplicity was the keynote of this 
popular display presided over by R. M. Nelson, sales 
manager, and W. D. Sargent, advertising manager, both 
of Chicago; Robert Burns, Philadelphia, and J. F. Murphy, 
New York City. 

Thomas Maddock’s Sons Co., Trenton, N. J., presented 
a very attractive display of its complete Maduro lines. 
The exhibit was in charge of A. M. Maddock, H. S. Mad- 
dock, Wm. Devine, Jr., Dick Lane, Lee Kelley, J. F. 
Kelley, Oscar Riegel, Hock Whelan, Chas Steins, Chas. 
Lippy and John McElvaine. In connection with the Mad- 
dock booth was that of The Seashore Supply Co., Atlantic 
City, N. J., distributors for Thomas Maddocks’s Sons Co. 
The boosiers for this company were Wm. Hepburn, W. L. 
Scott, Bart Reuter and Lawrence Frambes. 

The Bay Ridge Specialty Co., Inc., of Trenton, N. J., 
showed its bathroom accessories, displayed in miniature 
on tile boards. C. Tschudin, president, and H. Tschudin, 
treasurer, both of Trenton, said ‘‘hello.’’ 

Col. Frank Webb of the Joseph A. Vogel Co., Wil- 
mington, Del., and St. Louis, Mo., preside1 
over the company’s display of frostproo: 
closets and presented each visitor with 
a sanitary drinking cup in a leather case. 

An interesting layout was arranged by 
the Copper & Brass Research Association, 
New York City. This exhibit showed the 
evolution of pipe and traps, and contained 
a copper and brass revolving, circular 
pamphlet rack with literature about brass 
and copper. In charge were W. A. Willis, 
B. B. Caddle, John Gowen, Geo. Sloan, 
Harry H. R. Spofford and Geo. Carothers. 

The Edel Manufacturing Co., Philadel- 
phia, Pa., had a booth with Henry Edel- 
man, president, holding out earnestly on 
the merits of the Edel bath trap. 

A life-size and life-like figure of a lion 
brought the bunch to a stop before the 
booth of the Pittsburg Water Heater Co., 
of Pittsburgh, Pa., and roared out through 
the mouths of the following representa- 
tives information about the Lion heaters 
displayed: Frank H. Knapp, president 
and general manager; Edw. Krah, and H. 
G. Mentzer, advertising manager, all of 
Pittsburgh, Pa., John Walker, Washing- 
ton, D. C., Hal G. Reed, Philadelphia, Pa., 
and A. Guard, Baltimore, Md. 


National Tube Co., Pittsburgh, Pa., in- 
terested the visitors at its booth with the 
display of correct threading principles, 
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EXHIBITS ON THE GARDEN PIER 
The Lebanon Machine Co., Lebanon, N. H.; the Blue Seal Chemical Co., Reading, Pa.; the E. Behringer Sheet Metal 
Works, Newark, N ; the Pierce, Butler & Pierce Manufacturing Corporation, New York City; the Monument Pot- 
tery Co., Trenton, N. J.; Sloan Valve Co., Chicago; Thomas Maddock’s Sons Co. and the Seashore Supply Co., Both of 
Trenton, N. J.; the Bay Ridge Specialty Co., Ine., Trenton, N. J.; Joseph A. Vogel Company, Wilmington, Del; and 
Copper & Brass Research Association, New York City 
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HE fortunate circumstances of our lives are gen- 


erally found, at last, to be of our own making. And 


for that reason,the wide-awake plumbing contractor 


usually writes into his contract a VQGEL Frost-Proof and 


Automatic Closet for the garage, the barn and the rear 


porch. Then there is the school, the factory, the comfort 


station and many other places where you may success- 


fully install the VQGEL line. 


The fact that the outfit is assembled and tested when 


you get it, and that no pit is required, assures you that 


the average installation is nearly all clear profit. 
Ask your jobber about the VQGEL line. 


Joseph A.Vogel Co. 


St. Louis, Mo. 


Wilmington, Del. 
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(Continued from Page 26.) 
physical tests and range of pipe sizes. Thos. M. Dugan, 
John Denney, A. L. Harbison and W. L. Schaeffer were in 
charge. 

Pen knife souvenirs given by the Jones Hollow Ware 
Co., Baltimore, Md., cut a path to that company’s show- 
ing of enameled iron ware, where Michael T. Horner, 
secretary, and G. B. Collins, treasurer, were in charge. 

The portable electric pipe machine of Robbins, Gamwell 
& Co., of Pittsfield, Mass., consumed at lot of pipe and 
created at lot of interest. Representatives present were 
H. C. Leonard, W. A. Heseltine, C. A. Maine, H. M. Hold- 
redge and A. S. Creelin. 
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Lpper Picture: Henry F. Ryffel, President of Missouri State 
Association; Joseph A. Ries, Vice-President of the St. Louis 
Association; A. A. Zertanna, Business Manager of St. Louis 
Association.—Second Row: Harry Harte, Henry Kratz, Carl 
Bamberger, Joe Woods, Mrs. Harry Harte, All of Speakman 
Co., Wilmington, Del.; Martin Brennan, of the Garrison- 
Heiland Co., of New York City, and W. R. Hughes, of W. R. 
Hughes, Ine., of New York City.— Third Row: L. E. Spear, 
F. A. Lemke, H. N. Sklar, W. H. Gleason, and G. W. Davis, All 
of Humphrey Co., Kalamazoo, Mich.—Fourth Row: Huck 
Whelan, Dick Lane, Both of Thos. Maddock’s Sons Co., Tren- 
ton, N. J.; O. Kolstad, H. J. Bailey, C. A. Spencer, All Three 
of C. F. Church Mfg. Co., Holyoke, Mass. 


The “I-X-L’”’ Pump and Manufacturing Co., Philadelphia, 
left nothing to be taken for granted, but showed its prod- 
ucts in working conditions, using glass demonstrating 
tanks. Wm. U. Griffiths and J. L. Wolfrum, Philadelphia, 
Pa., were there in the interests of the company. 

Speakman Co., Wilmington, Del., went in for the beauti- 
ful in setting up a running shower played upon by electric 
light and for the practical in their neat display of tub and 


July 7, 1923 


lavatory fittings. Representatives present were Jos. P. 
Woods, New York City; Robert L. Wood, Atlanta, Ga., 
Henry Krantz, Wilmington, Del., Harry J. Harte, Pitts- 
burgh Pa., and Cliff Mahaffy, Chicago. 

An artistic display of Ruud automatic water heaters on 
the pier tied up with the attractive permanent exhibit that 
Ruud Manufacturing Co., Pittsburgh, Pa., has on the 
boardwalk. Among the most interested visitors at this 
booth were: T. Howard Boland, of Baltimore, Md.; G. J. 
Feldkamp, Chicago, and Wm. J. Orriss, of West Hoboken, 
N. J. Those in charge of the booth were A. P. Brill, 
general manager; J. C. Knox, J. C. Colwell, W. H. Reuter 
and Jas. W. Barber, all of Pittsburgh, Pa.; J. S. Nicholls, 
Jr., S. F. Phelps, G. C. Becher and F. J. Savage, all of 
New York City, J. P. Kirkpatrick, Baltimore, Md.; W. J. 
Langenheim, manager of the permanent exhibit; D. C. 
Lindsay, Chicago, and Miss Andrae. 

The Humphrey Co., Kalamazoo, Mich., had a very well 
arranged exhibit of its line of automatic and instantaneous 
gas water heaters. Visitors could talk it over with F. A. 
Lemke, general manager, Wm. H. Gleason, and L. E. Spear, 
all of Kalamazoo, or John Radcliffe, Brooklyn, N. Y., and 
H. N. Sklar, Newark, N. J. 

P. Frank Keenan, president of the Leo Flush Valve 
Co., New York City, had plenty of opportunity to show 
and talk about his display of flush valves, pop-up waste 
and urinal valve in operation under pressure. He did 
it, too, assisted by Chas. S. Roever, secretary and treasur- 
er, and V. F. Davis, chief engineer, all of New Yok City. 

We might rest here a second by mentioning that Wm. S. 
Roe, jobber of Newark, N. J., had a booth with easy chairs 
for those with tired feet. 


Plumbers’ specialties galore featured the booth of the 
Quaker City Specialty Co., Philadelphia, Pa. Joseph A. 
Cleary and Walter J. Campbell, both of Philadelphia, Pa., 
were in charge. 

Brass bath traps, in various and divers types, represented 
The Kitson Co., Philadelphia. J. W. Graham, general 
manager, ©. J. Reid and H. S. Fife, all of Philadelphia, 
were in charge. 


Visitors to the booth of The Excelso Specialty Works, 
Ine., of Buffalo, saw the company’s latest model heavy 
duty heater. C. P. Wadley, president of the company, and 
E. H. Ruppert, of New York City welcomed many visitors 
at this booth. 

Is it time to rest? Geo. Whitson, of Atlantic City, 
master plumber, who did the plumbing for all exhibits, 
also arranged a booth at which you could sit down and 
think it over. 


The Eastern Selling Co., of Philadelphia, represented by 
Walter E. Clauson and Joseph Fleck, had a great deal to 
say at its booth, about the Atlas combinations, Delaware 
bath cocks, and Regent bibbs. 

Al. F. Stoltz, manufacturer, of Philadelphia, greeted 
visitors who inspected his Hercules portable vise post and 
pipe bender. 

The Chemical Toilet Corporation, Syracuse, N. Y., had 
one of its septic tanks there, and what you couldn’t see, 
C. L. Carpenter, secretary, and W. E. Jaquith, treasurer, 
both of Syracuse, were there to explain. 

A neat exhibit, especially concentrating on the small 
model bathroom and showing an automatic electric plant 
connected with pump to a kitchen sink, made the people 
think twice of Kohler Co., Kohler, Wis. The founts of 
knowledge present were: L. L. Smith, advertising manager, 
and R. C. Angelbeck, Kohler, Wis., H. W. Borell and P. J. 
Lynch, Philadelphia; Joseph Pickel, New York City, and 
J. E. Martin, Philadelphia, Pa. 
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EXHIBITS ON THE GARDEN PIER 
Pittsburg Water Heater Co., Pittsburgh, Pa., National Tube Company, Pittsburgh, Pa.; Jones Hollow Ware Co., 
Baltimore, Md.; Robbins, Gamwell & Co., Pittsfield, Mass.; I-X-L Pump & Mfg. Co., Philadelphia, Pa.; Speakman Com- 
pany, Wilmington, Del.; Ruud Manufacturing Company, Pittsburgh, Pa.; Humphrey Company, Kalamazoo, Mich., and 
Leo Flush Valve Co., New York City 
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We all waited for the Parabal holding fifty pounds of 
fittings in the booth of the Woodward-Wanger Co., of 
Philadelphia, to break, but C. W. Wanger, president, 
O. N. Fishler, W. M. Cline and Geo. S. Cooke were on 
the job to see that it didn’t. 

In the center aisle and yelling for attention were the 
tank, seat and brass goods of Coyne & Delany Co., of 
Brooklyn and Maspeth, N. Y. Dr. J. J. Delany, Jas. F. 
Caffray and Lee M. Keller saw that they got it. 

“Smoke up” was the greeting at the booth of ‘“X”’ 
Laboratories, New York City, and through the smoke 
screen created by the “Cuban Smokers’ could be seen a 
most attractive exhibit of “X’’ boiler liquid. Fans were 
also a welcome gift so John S. Shirley, advertising man- 
ager, J. W. Gannon and W. A. Gannon, all of New York 
City, and in charge of the booth, made themselves 
popular. , 





At the Top: Robert Burns, of the Sloan Valve Co., Chicago. 
Back Row in Group: S. F. Phelps, J. C. Colwell, J. W. Barber, 
Ss. J. Savage, Wm. G. Dawson, G. W. Byrnes. Front Row: 
W. H. Reuter, Miss Ruth ,Andrae, G. C. Becher, All of Ruud 
Mfg. Co., Pittsburgh, Pa. At Bottom: Willard Speakman, 
President of Speakman Company, Wilmington, Del.; Mrs. 
Harry Harte and James Fraser, of Speakman Company; J. W. 
Misener, Crane Co., Chicago, and J. F. Murphy, of Sloan Valve 
Co., Chicago 


Hoffmann & Billings Manufacturing Co., Milwaukee. 
Wis., had a well arranged exhibit of its metallic shower 
stall and mixers. Edward C. Regester, Baltimore, Md., 
represented the company. 

The Chicago Faucet Co., of Chicago, gave souvenir note 
books to the visitors at its exhibit, and then the following 
representatives told what the faucets were and how they 
worked, featuring particularly the Soap Dish Classic with 
spray. A. C. Brown, president, and G. C. Freeman, of 
Chicago, and Ronald Grant, of Philadelphia. 

The all-white tubular brass goods with their black plush 
background made the display of J. P. Powers Manufactur- 
ing Co.’s, of Ossining, N. Y., a conspicuous and pretty 
one. Very much on the job were Harry Aretsky, sales 
manager, and Harry Kessler and P. H. Fleck. 

Praccically demonstrated in a section of a roof was the 
adjustable roof flange of H. E. Hessler Co., Syracuse, N. Y. 
M. H. Henesey, of Syracuse, and Thomas Hutchinson, of 
New York City, also talked about the Hessler hose con- 
nection on display. 

The Duro water system and a new water filter brought 
the Duro Pump & Manufacturing Co., Dayton, O., a good 
share of the limelight. The following men from the com- 
pany were in charge: C. A. Kuebler, vice-president and 
general sales manager; H. R. Eicher, advertising manager; 
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H. I. Field, eastern sales manager; W. J. Lantz, western 
sales manager; H. E. Lauman, New York manager, and 
W. W. Edwards, Pleasantville, N. J. 


Mueller’s mysterious faucet, ‘“‘Where does the water come 
from?’’, stopped the crowd at the well arranged, electri- 
cally lighted display of brass goods that the H. Mueller 
Manufacturing Co., of Decatur, Ill., had. Mr. and Mrs. 
Philip Mueller and son, Frank; Mr. and Mrs. Lucien 
Mueller; C. N. Wagenseller, advertising manager; L. J. 
Evans, New York City; O. C. Draper, Chicago, Ill., and 
W. R. James, New York manager, were in attendance. 

Once more we rest at the booth for that purpose set 
up by The National Association of Brass Manufacturers, 
Chicago. 

Wm. R. Hughes Co., Inc., New York City, exhibited 
its Enamo sprayer in one of the rooms at the Hotel 
Breakers and gladdened the hearts of the barbers in the 
hotel shop by spraying their fixtures. W. R. Hughes was 
in charge of this exhibit. 

The Keating Valve Co., Springfield, Mass., had an ex- 
hibit of its flush valve in another room of the hotel, 
which attracted much favorable attention. L. W. Grout, 
sales manager, and H. D. Delcher, Baltimore, Md., were in 
charge. 

Sprinkler heads occupied a hotel room, also. The 
Reliable Automatic Sprinkler Co., New York City, was 
the exhibitor, and was represented by Frank J. Fee and 
C. W. Evans. 

The R. M. Hollingshead Co., Camden, N. J., was re- 
sponsible for a unique exhibit along the boardwalk. A 
sand artist molded a boiler with the figure of a man 
standing beside it applying Whiz boiler liquid, a product 
of this company. Mr. Lehman, assistant sales manager, 
attended the convention. 


Crane Co. has its national exhibit room on the board- 
walk with a beautiful display that attracted the con- 
vention visitors by the hundreds. On the pier itself was 
a richly set lavatory for milady’s boudoir, with hand cut 
mirror, luxuriously shown in a curtain booth. . Repre- 
sentatives present were: J. Meisener, in charge of the 
national exhibit, Atlantic City, N. J., H. E. Spark, New- 
ark, N. J., E. C. Greenawalt, Baltimore, Md., H. W. 
Kuhlman, Brooklyn, N. Y., C. H. Bossard, Wilkes-Barre, 











Top Row: W. Wilson, H. E. Sparks, L. J. Minton, H. W. Kuhl- 
man, “Pop” Walsh, E. C. Greenawalt and F. C. Howard. Bot- 
tom Row: Mrs. W. Wilson, Mrs. H. W. Kuhlman, Mrs. E. C. 
Greenawalt and Mrs. H. E. Sparks, All of Crane Co., Chicago 


Pa., Wm. Wilson, Philadelphia, Pa., Frank Walsh, Bos- 
ton, Mass., T. J. Minton, Baltimore, Md., Jerry Howard, 
Washington, D. C., J. Edwards, New York City. 

Birney & Kwait, Drexel Hill, Pa., had a triple circulating 
boiler fitting and combination reamer on display. Mr. 
Birney was in charge. 

Visitors promenaded around to the booth of The Josam 
Manufacturing Co., Michigan City, Ind., swinging the 
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EXHIBITS ON THE GARDEN PIER 


Kohler Co., Kohler, Wis.; Woodward-Wanger Co., Philadelphia, Pa.; Coyne & Delany Co., Brooklyn, N. Y.; “X” Labora- 

tories, New York City, Hoffmann & Billings Mfg. Co., Milwaukee, Wis.; the Chicago Faucet Co., Chicago; J. P. Powers 

Mfg. Co., Ossining, N. Y.; the Duro Pump & Mfg. Co., Dayton, 0.; H. E. Hessler Company, Syracuse, N. Y.; H. Mueller Manu- 
facturing Co., Decatur, Ill. 
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canes this company presented as souvenirs, and heard all 
about the Josam line from Joseph Hirshstein, president, 


M. B. Koblitz, sales manager, and M. J. Hirshstein, all 
of Cleveland, O.; Harry Schnabel, Washington, D. C.; 
G. W. Busch, New York City; Leo Mayer, Chicago; J. H. 


Wilcox, Atlanta, Ga., and Miss 


Ind. 


McKee, Boston,; F. M. 
M. DeWitt, Michigan City, 
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Exhibits of the Josam Mfz. Co., of Michigan City, Ind.; John- 
son Murphy Co., of Detroit, Mich., and the Sturdy Manufactur- 
ing Co., of Stroudsburg, Pa. 


The Johnson gas lighter for water 
crowd at the booth of Johnson-Murphy Co., 
J. E. Johnson, assisted by Mrs. Johnson, 
about it. 

Well-displayed toilet seats, drain boards, medicine cab- 
inets, chairs and stools met the eyes of those who stopped 
to talk to L. E. Sturdevant, president and C. H. P. Ar- 
bogast, both of Stroudsburg, Pa., Harry Schuette, New 
York City; Royal Coston, Philadelphia, Pa., and L. E. 
Green of San Francisco, who were in charge of the booth 
of The Sturdy Manufacturing Co., Inc., Stroudsburg, Pa. 


heaters stopped the 
of Detroit, and 


president, told all 
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The general line of bronze and iron body valves, featui- 
ing the rapid action type, was what Jenkins Bros., New 
York City, showed the sight-seers. William G. LeCompte, 
sales manager, New York City, and John J. Simpson, 
Philadelphia, were in charge of this concern’s exhibit. 

Cc. R. Clarke, secretary and sales manager, and Miss 
E. C. Cooke, assistant treasurer, of Leonard-Rooke Co., 
Providence, R. I., were busy giving advice to callers at 
their booth about the application of the Leonard thermo- 
static mixing Their booth contained a well de- 
signed display. 


valves. 


Four Curtins and one Cook held sway over the booth 
of the A. F. Curtin Valve Co., Medford, Mass., and greeted 
old and new friends with the sight of its complete line 
of tank fittings. To be explicit, they were Andrew F. 
Curtin, John J. Curtin, Frank G. Curtin, Andrew F. 
Curtin, Jr., and John J. Cook. The latter gentleman is 
gcneral manager of the company. 

Water systems, pumps and tanks arranged to good 
advantage featured the exhibit of the Leader-Trahern 
Co., Decatur, Ill. A star location next to the soft drink 
fountain insured many visitors, all of whom were met 
by F. J. Mahoney, New York City, and W. P. Stauder, 
general sales manager, of Decatur, III. 
of New City, was represented 
by a comprehensive layout of the Taco water heaters, 
E. S. White, president of the company and R. L. Bland- 
ing, engineer were there to welcome friends and guests. 

Haines, Jones & Cadbury Co., Philadelphia, Pa., dis. 
played a comprehensive line of lavatory and bath fittings 
and its general line of brass work. There was so much 
to show and talk about that the following gentlemen 
were there from the company: J. Harvey Borton, presi- 
dent and general manager; H. Norman Thorn, Phila- 
delphia manager; C. W. Cope, F. M. Karabasz, H. Ray- 
mond Hurst, J. Earl Russell, Frank J. Muend, John Mac- 
Donald and Arthur J. Phillips. 

Stroudsburg Septic-Tank Co., Stroudsburg, Pa., inter- 
ested visitors with its array of sewage disposal systems, 
which was in charge of J. F. Harris, Jr., Stroudsburg, Pa., 
and E. A. Bell, Philadelphia, Pa. 


“The Art 


The Thermal Appliance Co., 


was the title of the artistic 
display of the Standard Sanitary Manufacturing Co., 
Pittsburgh, Pa. Original paintings by famous artists, 
of magazine advertisements provided a rich setting for 


of Plumbing” 


the one piece of enameled ware exhibited. In attend- 
ance from the company were: C. B. Nash. advertising 
manager; and E. J. Hartman, assistant, of Pittsburgh 


Pa., and H. I. Faust of Philadelphia, Pa. 


A tunnelling tool received a great deal of attention in 
the booth of Eierman Floor Scraper Co., Brooklyn, N. Y. 
F. Eierman was in charge. 

The Ideal heat machine and the Arcola boiler proved of 
great interest to all who passed the exhibit of The Ameri- 
can Radiator Co., of Philadelphia. The following gentle- 
men were in charge, J. B. Beirn and Larry Shuster, from 
Philadelphia, and C. K. Foster, vice-president and treas- 
urer: R. B. Flershem, general manager of sales; M. J. 
3eirn, W. M. Scudder, W. M. Cosgrove, J. A. Barnum, T. 
T. Bluhm, A. F. Westerfield and W. A. Bland. 

The Good Manufacturing Co., Inc., of New York, San 
Francisco, and Niagara Falls, Canada, showed its rubber 
and brass specialties. Those who were “glad to see you” 
were L. Callahan and Wm. King, Jr., of Philadelphia; 
Wm. J. Allen and P. C. Braack, of New Jersey, and W. B. 
McCurdy, of New York City. 

The Conemaugh Iron Works, Latrobe, Pa., arranged a 
dignified display of enameled iron ware, and W. L. Reed, 
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EXHIBITS ON THE GARDEN PIER 

1 Jenkins Bros., New York City; EverHot Heater Co., Detroit, Mich.; A. F. Curtin Valve Co., Medford, Mass.; Leader- 
Trahern Co., Decatur, Ill.; Thermal Appliance Co., New York City; Haines, Jones & Cadbury Co., Philadelphia; Strouds- 
z) burg Septic-Tank Co., Stroudsburg, Pa., and Standard Sanitary Manufacturing Co., Pittsburgh, Pa, 
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The Cane Men: Back Row, F. M. Wilcox, J. M. McKee, Harry 
Schnabel and Leo Mayer. Front Row: B. W. Busch, M. J. 
Hirshstein, Joseph Hirshstein and M. B. Koblitz, All of the 
Josam Mfg. Co., Michigan City, Ind.—In the Circle: W. S. 
Hays, Philadelphia, Secretary of the Pennsylvania State As- 
sociation, and F. R. Lord, of Walworth Mfg. Co., Boston.— 
A. Fell, Jobber, of Mount Vernon, N. Y—At Bottom: H. S. 
Maddock, of Thos. Maddock’s Sons Co., of Trenton, N. J.; 
G. D. Mellwaine, Secretary of the National Pipe & Supplies 
Association, Pittsburgh, and E. C. Garrity, of the National 
Plumbing and Heating Supply Co., of Chicago 


sales manager, and C. C. Adams, secretary and treasurer, 
were the personal element. 

The portable vise post and pipe bender shown by the 
Penn Engineering Co., of Reading, Pa., proved a novel 
and interesting exhibit. Jas. A. Long, president of the 
company, and A. F. Bendel from Reading, and J. W. Jones, 
of New York, were there. 

J. L. Mott Iron Works, Trenton, N. J., had a pleasing 
arrangement of closets of its own manufacture, also flush 
valves, baths and sinks. The representatives there were 
Vv. B. Roadstrum, general manager, and E. Hammann, 
sales manager; both of Trenton, N. J.; Wm. M. Allen, G. 
B. Tippenhauer and E. F. Beecher of Philadelphia, J. W. 
Ward, Jr., of Camden, N. J., and B. Norton, of Atlantic 
City. 

The Kenney-Cutting Products Corporation, New York 
City, has a permanent exhibit of portable showers on the 
pier walk. S. J. Cutting, J. F. Ehrman and T. W. Hill 
were present at the convention. 

The Central Foundry Co., New York City, had a prac- 
tical display of its system of revent and drainage fittings 
arranged to accommodate closet, lavatory and bath. 
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Plenty of people stopped at the booth to talk with J. J. 
Crotty, W. A. Crotty, J. J. Kitchen, J. P. Donohue, W. H. 
Starke and Sigurd Oors, all of Central Foundry Co.; 
E. C. Molby and Henry Hoeltge, both of Molby Boiler 
Co.; and Stuart Root and E. C. Shelly, of the Central 
Radiator Co. 

The Haff Supply Co., Brooklyn, N. Y., had a neat ex- 
hibit of English imported closet combinations, in charge 
of Secretary R. W. Haff. 

You couldn’t get by the booth of The Nye Tool & Ma- 
chine Works, Chicago, Ill., without learning all about this 
concern’s tools. The exhibit was in charge of Harold 
Dessau, New York manager, and J. A. Cotter, Chicago. 

A popular and attractive booth was that of the Bush & 
Frame Manufacturing Co., Reading, Pa., popular because 




















Top Picture: 
First Row, H. G. 
Mentzer, J. L. 
Walker, E. R. 
Guard and E. H. 
Kunde. Second 
Row: E. R. 
Krah, Jr., F. H. 
Knapp, Presi- 
“dent, and L. 
Stotz, All of the 
Pittsburg 
Water Heater Co., Pittsburgh. The Five in a Row: W. C. 
Haviland, Secretary of the Illinois Master Plumbers’ Associa- 
tion; George D. McIlvaine, Secretary of the National Pipe & 
Supplies Association, Pittsburgh; William J. Woolley, Secre- 
tary-Manager of the National Trade Extension Bureau; 
George C. Wood, President of the Shur-Tite Co., Norwood, 
Ohio, and Louis C. Bruch, Vice-President and Manager of 
Publicity, American Radiator Co., Buffalo. The Three in a 
Row: Joseph F. Evans, President of the Wyoming Valley 
Supply Co., Wilkesbarre, Pa.; Garry Farrell, of Plaines, 
Pa., and Joseph Walsh, of Pittstown, Pa.—At Bottom: Martin 
A. Brennan, of the Garrison-Heiland Co., New York City, and 
Fred Goeke, of Monument Pottery Co., Trenton, N. J. 
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Upper Row: M. T. Horner and G. B. Col- 
lins, of Jones Hollow Ware Co., Baltimore, 
Md.; Dixon Williams and Mallory Beding- 
field, of Chicago Nipple Mfg. Co., Chicago; 
and Miss Anita Williams; Paul Dewees 
and R. C. Strong, of Pierce, Butler & 
Pierce Mfg. Corporation, New York City. 
—Lower Row: J. J. Kitchen, J. A. Sharp, 
E. C. Molby, S. Oors, Henry Hoeltge and 
W. A. Crotty, All of Iron Products Corpo- 












ration, New York City; Mr. and Mrs. W. 
A. Brecht, of J. B. Wise, Inc., Watertown, 
N. Y., and Mrs. E. C. Regester, of Balti- 
more, Md.; L. P. Eaton, F. W. Shuell, C. F. 
Thompson, C. R. Mander, C. C. Fox and 
W. L. Vallett, All of EverHot Heater Co., 
Detroit, Mich—At the Bottom: C. R. 
Hemp, Miss Ruth Barker, and D. Lewis 
Johnson, All of the American Heater 
Corp., St. Louis, Mo. 








its water cooling systems always provided a cold drink, 
attractive because B. F. Frame and H. K. Bush, both of 
Reading, were there to make it so. 

A new tile and porcelain cleaner featured the exhibit of 
the Hercules Chemical Co., Inc., of New York City. Their 
drain pipe solvent was also there, and J. Stahl and J. 
Sunshine, of New York City, were the orators. 


A neatly arranged showing of plumbers’ rubber spe- 
cialties was that of the United States Rubber Co., New 
York City. Greeters were W. K. Anderson and R. D. 
Dolan, both of New York City. 

The Hoffman Specialty Co., New York City, showed 
clearly the principles and working parts of its controlled 
heat apparatus and specialties, the oral demonstration 



































Top Row: H. Cody, L. T. Fest and J. T. H. Anderson, All of Pierce, Butler & Pierce Mfg. Corporation, New York City; 
Cliff Mahaffey and Joseph Woods, Both of Speakman Company, Wilmington, Del.; W. B. Hutchinson, of the H. E. Hessler 
Company, Syracuse, N. Y.; W. E. Jaquith and C. L. Carpenter, Both of the Chemical Toilet Corporation, Syracuse, N. Y.— 
At the Bottom: W. M. Cosgrove, of New York City; J. B. Beirn, of Trenton, N. J.; Larry Shuster, of Atlantic City, and F. F. 
Bluhm, of Newark, N. J., All of the American Radiator Company, Buffalo, N. Y¥.; Verner F. Davis, Chief Engineer; Frank 
K. Keenan and J. M. Slack, All of the Leo Flush Valve Company, of New York City; T. R. Tully, of New York City; Abel 
Hansen of Fords Porcelain Works, Perth Amboy, N. J.; Al. Altmann, of Dimock & Fink, New York City; Edward F. Dis- 
brow, of Fords Porcelain Works.—Insert: W. P. Davenport, President of the Wm. H. Page Boiler Company, New York, N. ¥. 
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Upper Left Picture: F. B. Crumbaugh, of the Conemaugh Ir a Works, Latrobe, Pa.; Mrs. J. E. Johnson and J. E. Johnson, 

of the Johnson-Murphy Co., of Detroit.—Upper Center: Thres Béth a Day Fans, C. A. Popp, F. D. Stuart and A. T. Pap- 

ineau, All of the Toledo Pipe Threading Machine Co., of Toledo, Ohio.—Upper Right: G. C. Freeman, A. C. Brown, Presi- 

dent, and R. J. Grant, All of the Chicago Faucet Co., Chicago.—Lower Left: John J. McHale, Manufacturers’ Agent, of West 

Orange, N. J.—Lower Center: Commodore Berkstresser and Vice-President Rosencrans, of the Monmouth Plumbing Supply 
Co., of Long Branch, N. J.—Lower Right: Frank Webb, of Joseph A. Vogel Co., Wilmington, Del. 


being conducted by Ralph Emerson, New York City, and Chain Manufacturing Co., Bridgeport, Conn., received a 
W. R. Mead, Cincinnati, O. great deal of attention. Useful key chains of the same 
The brass and nickel bath and basin chains of the Bead material were given to all visitors by W. G. Bryant. 




















3. H. Ruppert, of Excelso Spe- 
cialty Works, Buffalo, N. YW-3 
Mrs. Harold Leonard, of Pitts- 
field, Mass.; C. P. Wadley. of 
Excelso Specialty Works, Buf- 
falo, N. ¥.; David Smythe, of 


Top Row: H. M. Sklar, W. H. Glea- 
son, L. E. Spear and J. T. Radcliffe, 
All of Humphrey Company, Kala- 
mazoo, Mich.; E. F. Moony and H. 
G. Miller, of Germain Brothers Co., 
Pittsburgh, Pa.; Mr. and Mrs. M. G. 
Spievak and Mr. and Mrs. B. F. Stol- the Central Tube Company, 
insky, All of Jersey City, N. J.—Seec- Pittsburgh, Pa.; Frank P. 
ond Row: G. S. Weaver, of the Cen- Keenan, President, of the Leo 
tral Tube Company, Pittsburgh, Pa.; Flush Valve Company, New 
York City, and Verner F. Davis, Chief Engineer for the Leo Flush Valve Company; F. C. Allen, W. J. Bapst and M. W. 
Lansing, All of Trenton Potteries Co.—Third Row: J. H. Caffray, J. J. Delany and L. M. Keller, All of Coyne & Delany Co., 
Brooklyn, N. Y.; Southard Cutting, of Kenney-Cutting Produets Corporation, New York City; C. Behringer, E. H. Behringer 
and J. L. Wolfram.—At the Bottom: S. G. Aronone, of Newark, N. J.; H. E. Hill, Public Service Corporation, Newark, N, J.; 
J. S, Nicholls and 8S, J, Savage, of Ruud Mfg. Co., Pittsburgh, Pa. 
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Son. Mr. Sklar Is 
with the Humph- 
rey Company, 

Kalamazoo, Mich.; 
Wallace Johnston and George W. Randall, of the 
U. S. Water Heater Co., Cleveland, 0.; A. F. Bendel 
and J. W. Jones, of the Penn Engineering Co., Read- 
inz, Pa.—At the Bottom: Mrs. and Mr. Sy Martin, 
of Owensboro, Ky. 


Top Row: Fred 
A. Goeke and 
Otto P. Weiss, of 
the Monument 
Pottery Co., Trenton, N. J.; John Sunshine, of the 
Hercules Chemical Co., New York City; Mrs. M. 
Fellerman, M. Fellerman and J. Fabian, All of 
Jersey City, N. J.; Mrs. and Mr. H. W. Sklar and 












Robert G. Savill and Wm. J. Lodge came down from Richmond, Va., had a home where it couldn’t be missed. 
Philadelphia and presided over the booth of Thomas A. L. Tenser, Jr., sales manager, explained its operation. 


Savill’s Sons, of that city. They had faucets to show and The Neptune Meter Co., of New York City, had an 
they showed them, especially their ‘““Swan’s Neck”’ type. attractive booth for its exhibit of the Red Top relief 


Fairbanks-Morse & Co., of New York City, displayed their valves and representatives to do the demonstrating. They 
automatic home water plant, the details of which were’ were J. R. White, advertising manager, John H. Ballan- 
explained by W. H. Wallbaum and Mr. Gibbons of New tine, Jr., vice-president, and H. E. Shenton, all of New 
York City, and E. J. Bowen, of Bridgeton, N. J. York City, and R. G. MeQuilkin and Max Gilbert, of Rich- 

The septic tank of The Richmond Engineering Co., ardson & Boynton Co., Philadelphia, Pa. 
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Top Row: F. Dannenhauer and J. M. Carroll, of the Superbo Water Heater Company, Philadelphia, Pa.; G. R. Clark, of 
Leonard-Rooke Company, and Miss E. C. Cooke, Both of Providence, R. L.; Patrick Gilmour, Manager of the Bellmour Supply 
Co., Passaic, N. J.; F. J. Neyland, Manager, Passaic Plumbing Supply Company, Passaic, N. J.—Second Row: W. K. Ander- 
son and R. D. Doane, of the United States Rabber Co., New York City; Mr. and Mrs. Charles Tschudin, and daughter, of 
the Bay Ridge Specialty Company, Trenton, N. J.—At the Bottom: M. W. Smith and W. Drew, of the Duriron Company, Day- 

ton, 0O.—Insert: L. W. Grout, of the Keating Valve Co., Inc., Springfield, Mass, 
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W. S. Hays, of Philadelphia, Pa., told about the slate 
shower stall exhibited by the National Slate Association 
of Philadelphia. 

Germain Bros. Co., of Saginaw, Mich., represented by 
E. F. Moony, Pittsburgh, Pa., Howard Miller, New York 
City, and John J. Schuck, Philadelphia, Pa., had this 
concern’s tank and seat attractively displayed. 

An interest-catching exhibit of the effect of acid on 
pipe, showing the Duriron acid-proof pipe, was run by 
The Duriron Co., Inc., Dayton, O., New York branch. 
M. W. Smith, of Dayton, and W. Drew, of New York 
City, were the learned men that knew all about it. 








Upper Three Pictures: John 
Heinkel and W. J. Heben- 
street, Both of Blake Spe- 
cialty Co., Rock Island, Ill.; 
Thomas P. Garvin, Lebanon 
Machine Co., Lebanon, N. H. 
—Center Picture: Miss Rose 
Bernstein, of Lebanon Ma- 
chine Co. The Other Three 
Pictures: J. F. Harris, Jr., 
and E. A. Bell, Both of 
Stroudsburg Septic-Tank Co., 
Stroudsburg, Pa.; Bob Jack, 
Pennsylvania Range _ Boiler 
Co., Philadelphia 


The Evans portable vise stand was interestingly dis- 
played in miniature at the exhibit of M. Evans, Pittston, 
Pa., and a lucky man by the name of Bachofer, Reading, 
Pa., was given a stand by Mr. Evans. 

A comparative showing of Gerard boiler tubes made an 
attractive exhibit for The Gerard Manufacturing Co., 
Dickson City, Pa. An adjustable range boiler stand com- 
pleted the exhibit that was in charge of Jas. F. Arthur, 
Dickson City, Pa. 

The Westco-Chippewa Pump Co., of Davenport, Ia., and 
Chippewa Falls, Wis., displayed its tankless water sys- 
tems in a well located booth with L. T. Johnson, eastern 
sales manager, New York Ctiy, doing the honors. 

C. C. Cleland, sales manager of the Reliance Gauge 


Column Co., Cleveland, O., had an automobile accident 
on the way to the convention, but he managed to sal- 
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vage a good looking display of water columns for heat- 
ing boilers and solid shell plumbing floats. 


Steel pipe, neatly arranged on individual display 
boards, was shown by The Central Tube Co., Pittsburgh, 
Pa. Representatives were J. S. Weaver, New York City, 
and David Smythe, Pittsburgh, Pa. 

The Hart & Hutchinson Co., New Britain, Conn., ex- 
hibited its steel partitions for toilets, showers and dress- 
ing rooms, in charge of John B. Jones, Philadelphia dis- 
trict manager. 

The Tepeco sanitary pottery display of The Trenton 
Potteries Co., Trenton, N. J., well deserved the attention 
of the many visitors. White Lansing, advertising man- 
ager, Wm. J. Bapst and Fred C. Allen were in charge 
of this exhibit. 

Sectional and complete views of the Watch Dog water 
meter exhibited by the Gamon Meter Co., Newark, 
N. J., were the subject of Mr. Tate, and he had plenty 
of interested listeners. 


Geo. W. Randall and R. W. Johnston were popular 
men with their bags of peanuts and big cigarettes. They 
represented the United States Water Heater Co., of Cleve- 
land, O. 

The Toledo power drive kept the stocks, dies and cut- 
ting tools that the Toledo Pipe Threading Machine Co.. 
Toledo, O., had on exhibit, moving, and F. D. Stuart 
and Clarence A. Popp, both of New York City, and A. T. 
Papineau, Boston, Mass., did the rest of the work. 

The automatic water heaters of the EverHot Heater Co., 
Detroit, Mich., had a carefully designed and well arranged 
resting place. “Seeing is believing,’ so the following rep- 
resentatives showed actual demonstrations of the com- 
pany’s heaters: F. W. Schuell, president; C. C. Fox and 
Walter I. Vallett, all Detroit men; L. P. Eaton, Chicago; 
Cc. F. Thompson and A. R. Wight, Philadelphia, and N. 
W. Hamill, Baltimore, Md. If your cigar went out, the 
EverHot booth had pienty of matches. 


A new radiator truck of the American Plumbing & 
Heating Co., Minneapolis, Minn., attracted many an eye. 
C. H. Carrier, of Minneapolis answered the questions in 
those eyes. 

Automatic heaters for hot water service were displayed 
by The American Heater Corporation, of St. Louis, Mo. 
Small match cases were distributed as souvenirs to visitors. 
D. Lewis Johnson, and C. H. Hemp, both of St. Louis, and 
E. H. Oswald and Ruth Barker, both of New York, were 
in charge. 

The Apple-Fried Sales Co., Cleveland, O., displayed a 
handy sanitary drainage fitting and a line of Rainey tools. 

The Superbo Water Heater Co., Philadelphia, Pa., had 
on exhibit a working model and cross section of the work- 
ing parts of its automatic storage water heater. Those 
who paused to look were greeted by W. Lippencott. 


Other Supplymen in Attendance 

The following representatives were also there, mixing 
with the crowds, many passing out small remembrances 
from their concerns, and all proving useful in keeping 
things moving: 

Alfred F. Howe, vice-president and manager of sales, 
The Borden Co., Warren, O. 

Sy Martin, of H. P. Martin & Sons, Owensboro, Ky. 

John A. Myers and Jas. J. Myers, of Penetrator Co., 
Inc., Lakewood, N. J. 

Gilbert Rosenthal, sales agent, West New York, N. J. 

William Robson, Geo. W. Wobensmith, U. S. Grant and 
Chester N. Pierce, all of Bridgman Co., Philadelphia. 

Frank H. Dougherty, Leskole Air Valve Co., Inc., of 
New York City. 
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Top, Left: Geo. J. Bornhoeft and L,. N. 
Harris, Both of Warren, Balderston & 
Co., Trenton, N. J.—Top, Right: Mr. and 
Wm. Cohn, of Stamford, Conn.—Middle 
Row: Wm. C. Groeniger and Jos. J. 
Crotty, President and Vice-President, Re- 
spectively, of the American Society of 
Sanitary Engineering; John J. Gary, Balti- 
more; C. C. Cleland, 
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of Reliance Gauge 























Chas. Rosencrans and Thos. J. Berkstresser, Monmouth 
Plumbing Supply Co., Miami, Fla., and Long Branch and 
Lakewood, N. J. 

H. F. Straus, Gardiner Metal Co., of Chicago. 

Wm. J. Hebenstreet and John Heinkel, Blake Specialty 
Co., Rock Island, Ill. 

Jas. F. Traynor, American Pipe Tool Co., of Chicago. 

Samuel Molowitz, Cohen & Molowitz, Elizabeth, N. J. 

A. A. Tomlinson, Tomlinson Co., Inc., Philadelphia. 

John T. Fitzsimmons, Plumbing Sales Co., Chicago. 

Bernard F. Stolinsky, Montgomery Plumbing Supply Co., 
Jersey City. 

Wm. Koller, Vapor Heating Co., York, Pa. 

S. R. Church, Chas. Perkes Co., Philadelphia. 

Wm. Cohn, Hirschfield & Mayer Co., Boston. 

J. K. Law and Geo. B. Howell, Jr., Brunswick-Balke- 
Collender Co., Chicago. 

U. S. Cunningham, Cunningham Supply Co., Washington, 
D; ©; 

C. Dudley Wilson, Luzerne Rubber Co., Trenton, N. J. 

Geo. H. Turner, Geo. H. Turner Supply Co., Los Angeles, 
Calif. 

Edw. C. Garrity and Frank Hackett, National Plumbing 
& Heating Supply Co., Chicago. - 

A. Fell, of Mount Vernon, N. Y. 

William T. Lewis, of Ft. Wayne Engineering & Mfg. Co., 
Ft. Wayne, Ind. 

Geo. W. Wood, Shur-Tite Mfg. Co., Cincinnati, O. 

Edw. J. Bredehoft, Whitlock Coil Pipe Co., Hartford, 
Conn. 

W. L. Bohan, J. H. Balmer Co., Newark, N. J. 

L. Bernstein, Vulcan Brass Mfg. Co., Cleveland. 

Wesley A. Fink, Haddon Bin Label Co., Haddon Heights, 
N. J. 

E. C. Sherman, Hotstream Heater Co., Cleveland. 

F. R. Lord, Walworth Mfg. Co., Boston, Mass. 

A. W. Stedman, Standard Tank & Seat Co., Camden, 
N. J. 

T. Munroe Dobbins, Camden Pottery Co., Camden, N. J. 

Peter Yost, Federal-Huber Co., Chicago. 


Column Co., Cleveland; E. C. Regester, of 
Hoffman & Billings Mfg. Co., Milwaukee, 
Wis.; Jeremiah Sheehan, Jr., St. Louis, 
and P. D. McCarthy, of Syracuse, N. Y.— 
At the Bottom: R. L. Blanding and El- 
wood White, of Thermal Appliance Co., 
New York City; J. S. Shirley and W. A. 
Gannon, Both of “X” Laboratories, New 
York City 





Martin A. Brennan, Garrison-Heiland, New York City. 

W. A. Brecht, J. B. Wise, Inc., Watertown, N. Y. 

W. P. Davenport and Arthur D. McIntyre, Jr., Wm. H. 
Page Boiler Co., New York City. 

Harry B. Lentz, Peerless Selling Co., Evansville, Ind. 

Wm. E. Tinker, Geo. P. Richter and F. W. Eichler, Na- 
tional Radiator Co., Johnstown, Pa. 

Jas. W. Farrell, J. W. Farrell Co., Philadelphia. 

Thos. P. Wade, Wade Iron Sanitary Mfg. Co., Chicago. 

Geo. J. Dehn, president and general manager, Compound 
Injector & Specialty Co., Chicago. 

Albert L. Altmann, Dimock & Fink Co., New York City. 

P. H. Seward, Richmond Radiator Co., New York City. 

E. S. Thompson, Philadelphia. 

O. Kolstad, C. A. Spencer, D. S. Warth and H. J. Bailey, 
of C. F. Church Mfg. Co., Holyoke, Mass. 

L. N. Harris and Geo. J. Bornhoeft, Warren, Balderston 
& Co., Trenton, N. J. 

Joseph Hayes, Hayes & Tarod, Philadelphia. 

R. C. Bolsinger, Fowler & Wolfe Mfg. Co., Philadelphia. 

Thos. W. Clevenger and L. M. Anders, Cooper Sanitary 
Mfg. Co., Philadelphia. 

John T. Cripps, Eagle-Picher Lead Co., Cincinnati, O. 

Lawrence Cornelius, secretary and general manager, 
Wolverine Brass Works, Grand Rapids, Mich. 

O. P. Hatton, Stephen P. Hackley and Henry Sherwood 
Burr, Jr., Bridgeport Brass Co., Bridgeport, Conn. 

Robert A. Jack, Pennsylvania Range Boiler Co., Phila- 
delphia. 

C. E. Cole, Southern Mfg. Co., Birmingham, Ala. 





Sioux City, Ia., has absolutely germless water. Tests 
of the water in the city laboratory recently showed no 
germ count whatever. This is not the first time that the 
public water supply of Sioux City has been found without 
any count, but it is an unusual record for any city. In 
Sioux City, where tests of the city’s water supply are made 
twice a week, the germ count has always been exceptionally 
low, sometimes one, sometimes two bacteria being found 
in a cubic centimeter of water. 











In Old New Jersey 


So Here’s to New Jersey; Old in Experience but New in Ideals; 
Old in Wisdom but Always New in Ways of Betterment 


UST twenty-one years ago about a dozen men sat 
on the corner of a steel pier at Atlantic City. A 
casual observer seeing them in close conversation 


could not know that they had in their mind’s eye the great 
plumbers that today, the 
fourth in numbers, power and prestige in the United 
States, and with the women’s auxiliary in the 
world. And New Jersey might easily be lost, if it were 
differently placed, in one corner of some of our larger 
states. Ten hundred and fifty-six members are now on the 
roll of the association, just eighty-eight times as many as 
there were twenty-one years ago. In other words, they 
have added four times their original number to the roster 
The auxiliary has 


association of master exists 


largest 


each succeeding year of their existence. 
a membership of seventy. 

Is there any that the Fell 
was filled with optimism when he addressed the gather- 
ing? No pessimist could have remained a pessimist long 


wonder voice of President 





Not the least of the impelling forces was the personality 
of Samuel F. Wilson, vice-president of the National Asso- 
ciation. In his short address, a number of constructive 
ideas were advanced. Frank Fell, president of the asso- 
ciation, should be complimented, he said, on the work the 
Executive Board has done during the year just left behind. 
He complimented the association upon its membership of 
one thousand and fifty-six and expressed the hope that 
they would not consider that the goal had been reached 
but that it was merely the starting point for greater effort. 

A Tribute to the Master Plumber 

“It was a great address.’’ This was heard on every hand 
at the close of the talk by Rev. Dr. Robert Arthur Elwood, 
pastor of the Boardwalk church. He paid a high tribute 
to the plumbing profession in general, typical of which 
was the plumber who installed the plumbing in his home 
fifteen vears ago, ‘‘and which was so well installed and on 
which such conscientious work was done,” said he, ‘‘that 
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Convention in 


in such an assembly, for every delegate was alive to the 
importance of the work he was permitted to do, and the 
enthusiasm with which they attacked the problems that 
came up, makes one wonder to what heights the associa- 
tion may attain in ten years or perhaps in twenty years 
to come. 

They feel that 
achievement and 
looking forward with a thrill to the progress in organiza- 
tion, co-operation and in the science of plumbing that is 
bound to come. That the prestige of the craft is constantly 
being raised, was expressed in various ways through the 


threshold of 
state is 


they are merely on the 


every master plumber in the 


convention. 

And these are, after all, the things that brought to the 
New Jersey State Convention, which assembled at Atlantic 
City on the 25th of June, representatives from every city, 
village and hamlet in the state. It was this vision, the 
ideals that were in the minds of the original twelve, that 
impelled them to spend arduous hours in committee meet- 
ings, to discuss sanitation, legislation, membership, ap- 
prenticeship and many other problems. They came to this 
playground of the nation not to play but to work. 


42 


Atlantic 


on 


City, N. J., June 25 


” 


I have never paid a cent of repairs on it since. Story, 
joke and striking metaphor followed each other in rapid 
succession and,—well, it was an inspiration, and everyone 
present was the better for having heard Dr. Elwood. 
The Women’s Auxiliary 

Mrs. Hornbrook, of Kansas City, was there. As presi- 
dent of the Women’s Auxiliary to the National Association 
of Master Plumbers, she was called upon to make a few 
Four decades of close association with master 
plumbers have served only to increase her enthusiasm. 
She has seen the auxiliary grow from an idea to a great 
power in the field. Mrs. Hornbrook has been an inspira- 
tion and a constructive force in many association meetings 
and was loudly applauded when she said: ‘Your business 
is among the most important in the world, preserving 
as it does the health and sanitation of the country and 
leading the people of the nation to appreciate and demand 
better living conditions, better morals and better sanitary 
equipment.” 

The president, Mr. Fell, in his opening speech paid a 
high tribute to the Women’s Auxiliary and to all the 


remarks. 
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ladies who had manifested their interest by being present 
and praised the good influence they had exerted in the 
New Jersey Association. They have done much, he said, 
to create a community spirit, a desire for a higher stand- 
ard of living and for the protection of the community 
through sanitation. 
The Report of the President 

President Fell said in his report that during the last 
session of the state legislature, there were several bills 
that were of particular interest such as changes in work- 
men’s compensation, apprenticeship, small claims court. 
“And I particularly want to thank those members of the 
Executive Board and Legislative Committee who attended 
the hearings of these bills,’ he said. ‘Although the 
utmost care was exercised in appointing the Legislative 
Committee, and copies of these bills, with instructions to 
get in touch with their representatives, were sent to each 
member of the committee, the lack of interest shown was 
very discouraging.” 

Violations of the Direct Bidding Law 

Mr. Fell then called attention to the fact that there 
had been on various occasions, violations of the direct 
bidding law, but that after a letter had been sent by the 
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state organizer assisted by Mr. Fell and Mr. Simpson of 
Camden, spent several days in the central part of the state. 
The Heart of the Convention 

The heart of the convention, however, was the construc- 
tive work done and the planning that was carefully 
thought out for the future. H. J. Farrell, chairman of the 
Sanitary Committee, in speaking on the revision of the 
code, evidently convinced everyone present that a thorough 
and immediate revision of the code was necessary and was 
one of the important matters before the convention. The 
code, he said, had not been revised for twenty years. 

To Take Up the Apprenticeship Problem with School 

Boards 

L. Maier, representing the Apprenticeship Committee, 
made a recommendation that may be far reaching in its 
effect. He recommended that the local associations 
throughout the state take up the matter of education 
along plumbing lines with their various school boards, and 
that each member take a personal interest in any boys 
that might attend such classes after working hours. “A 
master plumber is expected to make good in so many 
lines, it is surprising that he manages to stagger along 
under the load,’’ said Henry F. Baillet in an essay on 
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attorney of the association to the o‘fenders, they were 
successful in having the specifications changed to comply 
with the law. 

Meetings of the Executive Board 

“There have been eleven meetings of the Executive 
Board during the year,’ said Mr. Fell. ‘Five were in 
Newark and one in each of the following cities: Trenton, 
Town of Union, New Brunswick, Grantwood, Paterson and 
Atlantic City. In almost every instance there was a full 
board in attendance. The meeting in New Brunswick was 
held for the express purpose of adding that association 
to the rolls of the State and National Associations, and it 
was successful. 

“The members of the board deserve a lot of credit,’’ Mr. 
Fell said, ‘‘for their tireless work in arranging for the 
State and National conventions as well as for the exhibit 
on Garden Pier. The members of the board were: Walter 
Grub, chairman: Samuel F. Wilson, vice-president of the 
National Association, and A. M. Maddock, president of 
Thos. Maddock’s Sons Co.; and in this connection, he also 
mentioned the name of Ira H. Morris who was equally 
deserving for the work he had done. 


Thirty-five New Members Secured 


Much credit was given to Mr. Grub and to the Newark 
association for the large increase in membership. Thirty- 
five new members were rounded up when Mr. Beck, the 


“Making good.’ Charles J. Samuel, of Montclair, also 
read a paper on the apprenticeship question in which he 
brought out several points of interest relating to the 
tendency of young men to select the white collar job. 

Plumbing fixtures are not luxuries but necessities, said 
Wm. J. Woolley. secretary-manager of the National Trade 
Extension Bureau, in a brief address. It is only because 
the manufacturer, the jobber and the master plumber have 
sold this idea to the public that plumbing is as far ad- 
vanced as it is today. Mr. Woolley drew a rosy picture of 
the future of plumbing and said that the sale of plumbing 
fixtures is on the increase every year. In fact, there was 
twice the value of plumbing fixtures sold in 1922 that 
was sold in 1919. ‘“‘Cut out the word ‘labor’,” said Mr. 
Woolley, ‘“‘and substitute the word ‘service,’ whenever you 
send out statements to your customers. The public 
should be made to appreciate the fact,’ he said, “that the 
work of the plumber is just as important and just as 
constructive as the work of the dentist or the doctor and 
they are paid for service, not for so much material used 
or for so many hours put in on a job.” B. Joseph 
O’Donnell, of the National Trade Extension Bureau, also 
made an address. 

The resolution to increase the salary of the state 
secretary from two hundred to four hundred dollars a 
year was approved and passed. 

Favorable action was also taken on the resolution urging 
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the installing of more comfort stations in gasoline filling 
stations and other public places. 


It is proposed to create a Bureau of Statistics which 
will gather information of interest to the trade and keep 
it available for anyone who may desire it. The personnel 
of the board for this purpose is to be appointed by the 
president. 

The proposed bill which would make it easier for young 
men to become apprentices, was killed in the last state 
legislature, so it was decided to rewrite it. 

A resolution relative to losses incident to fittings was 
passed and an arbitration committee consisting of three 
members is to be appointed to investigate the respon- 
sibility for such losses. 

It was decided to discontinue the Insurance Committee 
and the proposition that the association send a report of 
the proceedings of the convention to all other state 
associations with a request that they also send to the 
New Jersey State secretary a report of their proceedings, 
was approved. 

The report of William Delhagen, delegate at large, was 
enthusiastically received and warranted an optimistic 
view of the future. 

A proposal was made that all past presidents be made 
honorary members of the State Association. It was carried 
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Resolutions—George S. Aldous, Passaic; Fred Hoffman, 
Orange, and F. M. Conrad, of Elizabeth. 

Sergeants-at-Arms—A,. Taafe, Newark; Alex Thane, 
Weehawken, and Charles Werner, Jersey City. 

Reading Clerk—August Krieger, North Hudson. 

Letters were read from Directors C. L. Kennedy, of St. 
Joseph, Mo.; S. A. Tompkins, Charlotte, N. C., and A. V. 
Kidman, Baltimore, in which these gentlemen accepted 
the invitation to be present at some session of the state 
convention. 

Presentation of National Directors 


An inspiring feature of the convention was the presenta- 
tion by Samuel F. Wilson of the following directors of the 
National Association: 

A. V. Eidman, Baltimore; J. A. Gallivan, Muncie, In- 
diana; J. Hokom, Los Angeles; J. O. Montrief, Texas; 
T. F. Nolan, Albany, N. Y.; G. F. Reeke, Green Bay, Wis.; 
S. A. Tompkins, North Carolina, and J. F. Wallace, of 
Denver, Colorado. 

National Secretary William Hughes, of Detroit; Fred 
Fladd, chairman of the Educational Committee, and 
Richard J. Welch, treasurer of the National Association, 
followed the national directors. 

The appearance and introduction of these men of na- 
tional prominence was the signal for enthusiastic applause. 
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unanimously. A. Selden Walker, past national president, 
was loudly applauded when he made a short speech after 
this resolution was approved. The constructive work of 
the trade press was praised and a vote of thanks, which 
passed unanimously was presented to the representatives 
of trade publications present. 

The year was closed with $2,102.61 in the treasury. 


Election of Officers 


The following officers were elected for the ensuing year: 
William T. J. Orriss, West Hoboken, N. J., formerly first 
vice-president, was elected president; Joseph A. Durr, 
Montclair, N. J., first vice-president; J. J. Corcoran, Jersey 
City, N. J., second vice-president; Walter A. Grub, Newark, 
N. J., third vice-president; Charles Zimmerman, North 
Hudson, N. J., secretary; Geo. H. Werener, Orange, N. J., 
treasurer; Wm. Chestnut, Montclair, N. J., L. C. Simpson, 
Camden, N. J., and J. E. Desmond, Elizabeth, N. J., 
trustees; Wm. Delhagen, Paterson, N. J., delegate-at-large. 

Committees Appointed 

The following committees were appointed by President 
Fell to serve during the convention: 

Credentials—Harry J. Farrell, Camden; Amzi Berla, 
Newark; Walter W. Smith, Trenton. 

Auditing—Louis Maier, Newark; William Fay and Wil- 
liam A. Snudden, of Morristown. 





The reports of the state officers were made in order 
following the exit of the ladies who were requested to 
get tickets entitling them to valuable souvenirs; these 
tickets to be presented to a committee who were dis- 
tributing the souvenirs in the exposition hall. 


Entertainment 


That there would be plenty of entertainment no delegate 
or lady who proposed to attend, ever doubted. But one 
thing some did not know, which was that William Beck 
was chairman of the Entertainment Committee, and not 
knowing could not forsee the round of gaiety that would 
be provided. Wheel-chair parties, visits to the Steeple- 
chase Pier, entertainments, ocean trips, coupon books that 
took you anywhere and everywhere were only a few of the 
entertainment features provided, not the least of which 
was old Atlantic which has been washing the shores of 
New Jersey for a million years and advertising year after 
year the benefits of the Bath a Day. 





Kansas City, Mo., is preparing plans for a water works 
plant and system to cost about $11,000,000. 

Construction will soon be commenced on a waterworks 
and sewer system by King City, Mo., to involve an ex- 
penditure of about $70,000. 

The city of Liverpool, N. Y., is contemplating the con- 
struction of a water system to cost about $100,000. 
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Problems in Scale Drawing 


Tenth Article in the Series, in Which the Author Shows a Cellar Plan, 
a Layout for a Twin Bathroom, and Discusses a Grease Trap and Vent 


By R. M. 


of scale drawing, and to the plumber this is indeed 

an important step. The workman who is engaged in 
the installation of new work is called on constantly to 
work from architect’s drawings, and these are always 
scale drawings, so the importance of a working knowledge 
of the subject of scale drawings is at once apparent. 


oo VIII we took our first step into the subject 


A PROBLEM IN SCALE DRAWING 

ECAUSE of the importance of the subject, we con- 
B template presenting in these articles a considerable 
number of problems on scale drawings, which will get at 
the subject from various angles. It is most desirable for 
those interested in the general subject of this series, to 
get all they can out of this phase of the work, and that 
being the case, we urge each one to follow the work 
which we expect to lay out, conscientiously. The re- 
turns from this sort of effort will be worth while. 

In Fig. 95 is shown a cellar plan with all necessary di- 
mensions given. This particular drawing is in the nature 
of a sketch, not drawn to a definite scale, but with dimen- 
sions that are to be followed. Now then, working from 
this drawing, the proposition is to make a drawing of 
this cellar plan, using a scale of 14 inch=1 foot. If the 
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You Can Make a Real Problem Out of This Practice Drawing 

—a Problem That Will Be of Great Value to All Who Practice 

It. Do Your Best and Send the Result to “Domestic Engineer- 
ing” 


total length is 60 ft., the total length of this scale drawing 
will be 15 inches. In other words, you cannot go wrong 
in making this drawing if you will make any line that 
you wish to show, 1% inch in length for every foot in- 
dicated in Fig. 95. 
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Starbuck 


If you feel ambitious, work out this same problem on 
a scale of '¢ inch=1 foot also. Our suggestion is that you 
make a real problem out of this, by working out the first 
and second floor plans, considering that the house you 
are designing is to be a double house of two apartments, 
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Fig. 96 


each with rooms on the two floors. You are at liberty 
to make any layout of rooms that seems best to you. 
Locate the soil and waste lines, also vent lines on the two 
floor plans and show on the cellar plan all piping neces- 
sary to make the job complete. After you have laid 
yourself out to make a real good set of drawings, send 
them in to ‘““Domestie Engineering. It will be interesting 
to us to see what results come from this problem. 

It may be that we shall find it is too much of an un- 
dertaking for the average man, without more experience 
and practice than we have yet given in this series. If 
we find that to be the case, we shall no doubt think 
best to go over the subject of scale drawing somewhat 
more thoroughly before submitting so much of a problem 
to our readers. However, we expect to be happily dis- 
appointed by finding that our readers have grasped enough 
of the subject to handle the thing in proper shape. 


” 


THINGS TO REMEMBER 
EMEMBER that on the floor plans the soil, waste 
and vent stacks will show only as circles, such as 
you have many times seen on architect’s plans. The pip- 
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ing shown on the cellar plan will appear in a similar 
manner to the piping in Figs. 80 and 81. 

Some time ago, there was submitted to us, by F. A. 
Warren, of Atlanta, Ga., a request to make the layout 
for the connections of twin bathrooms, according to a 
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Fig. 97 


floor plan which he sent in. We have held this over 
until this time, as in connection with our present work, 
it wall fit in especially well. 


LAYOUT FOR TWIN BATHROOM 
E show Mr. Warren’s floor plan in Fig. 96, and 
his request is as follows: “I would like Mr. 
Starbuck to make a layout for this twin bathroom, the 
cheapest way, and ventilate each trap so siphoning will 
not happen. This bath is a typical room in an eight- 
story hotel in this city.” 
In Fig. 97 we show our suggestions for these bathroom 
connections. ; 
If an attempt were made to show this work exactly as 
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With two water closets, two baths and two lavatories 
backing up to each, there is an excellent opportunity to 
make use of double continuous vents, and that is what 
we have done. We believe this method to be not only 
the best from a sanitary standpoint, but think it calls 
for less stock and labor. 

We have shown cast iron bends for the water closets, 
with tapped opening for the vents. 

















Fig. 98 


On double fixture work of this type, there are now ob- 
tainable quite a variety of special fittings that will be 
found to cut down the number of fittings and joints re- 
quired, and also the labor. The question that must some- 
times be decided, however, is whether the additional cost 
of the special fitting more than offsets other advantages 
gained. 

Of course, many of these special fittings enable the 
connections to be installed much more compactly, and 
also with fewer joints, and both of these are advantages 
worth considering. 

In Fig. 98 the special vented waste fitting, together 
with the double vent fitting, would make an exceptionally 
neat job. 






































Fig. 99 


it should be shown, according to the principles of draw- 
ing, it would be such a jumble of lines that it would be 
almost useless. It could be done easily enough if we 
could make use of a large enough drawing, but this would 
be out of the question in a publication such as this. How- 
ever, the drawing will show clearly the principle on 
which we would install this work. 


The idea of the waste fitting will no doubt be entirely 
clear. It is a double sanitary tee, with two vent hubs. 

To the reader who wishes to make progress in scale 
drawing, we would suggest that he give definite dimen- 
sions to the bathrooms shown in Fig. 96, and make a 
seale drawing of it, using whatever scale he would like 
to practice on. 
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THE OUTSIDE GREASE TRAP 

N one of the early articles of this series, Mr. M. F. 
[ Waldron, of Colorado Springs, Colo., showed in one 
of the corrected drawings which he submitted, an out- 
side grease trap. The use of such a trap, placed under- 
ground outside the house, is common practice in certain 
sections of the country, but unknown in other sections, 
and because of the interest to many of our readers, we 
asked Mr. Waldron to write up a short description of 
it. He was kind enough to send this matter in many 
weeks ago, together with a sketch, which we present in 


Fig. 99. 
Following is the description which accompanies the 
drawing: ‘This grease trap is either of tile or of ce- 


ment, made in two sections, the bottom being put in 
after the trap is set in place. The cover is loose and 
about 3 inches large all around to prevent its falling in. 
The trap is 2 ft. in diameter, and 2 ft. 6 in. high. The 
trap receives the waste from the sinks only, the waste 
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Fig. 100 


from all other fixtures going direct to the sewer, in the 
ordinary manner, as shown. The trap is used in Colorado 
Springs on account of having small sewer mains, its use 
preventing them from stopping up so easily. When there 
is no water closet in the house, the bathtubs and lava- 
tories may discharge into this trap. The inlet from the 
sink enters the trap 5 inches from the top, and the out- 
let is about 5 inches from the bottom. Every house in 
Colorado Springs has a grease trap.”’ 

It will be seen that such a trap as this, because of its 
underground location, has cool surfaces, which cause the 
grease to separate out from the waste which enters it, 
thus holding the grease from passing along into the sewer. 

Grease traps of this general type are made commercially, 
and in Fig. 100 we show one of these. The body of this 
trap is of cast iron, also the top. The upper part may 
be bricked in, as we show. 

In the April 7th issue in the ‘‘Schoolmaster’”’ series, 
we showed in Fig. 2 F. A. Warren’s drawing, in which 
he used a 4-inch pipe on the sewer side of the main 
trap, this pipe being carried up through the roof. 


THE FOUR-INCH VENT ON THE SEWER SIDE 
OF THE MAIN TRAP 
E had never seen such a practice as this, and 
VW. suggested in our criticism, that an explanation 
of its purpose be sent in for publication. Our request 


was complied with, some weeks ago. The connection in 
question is shown in Fig. 101, and quoting from his let- 
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ter of explanation, Mr. Warren says: ‘The 4-inch pipe 
is for the ventilation of the sewer system. When the 
closed system is used, the bad air that is in the unven- 
tilated sewer, must be done away with in some way, 
and this is the best way that I know of. I carry this 
4-inch vent above the roof, even though the sewer system 
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Fig. 101 


is ventilated through the manholes. I claim that when a 
house trap is used, the 4-inch vent should also be used, 
for it forms a circulation of air, the air drawing in at 
the manholes, and discharging above the roof. 

“The fresh air drawn in, acts as a purifier. To illus- 
trate the advantage of this ventilation,—I can set a closet 
bowl in the heart of the city, with all doors and windows 
closed, but the foul air does not affect me, for the numer- 
ous vent pipes through the roofs help to purify the air. 
When I do this same work in the outskirts of the city, 
where the houses are few and far between, in a few min- 
utes my head will begin to ache and grow worse until 
I open the doors and windows. This is the reason for 
using the 4-inch vent.” 

So far as the writer’s experience is concerned, he does 
not recall having seen a ventilating pipe used in this man- 
ner in any other instance. At the same time, it may be 
that the practice is more or less general. Such a sub- 
ject as this is capable of considerable interesting discus- 
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Fig. 102 


sion, and we would welcome comment on this or any 
other subject that arises in connection with these articles. 

Our personal opinion is that it is not logical to use a 
main trap to prevent the use of the house drainage system 
as a vent for the sewer, and then turn about and put in 
a ventilating pipe just outside the trap, and carry this 
pipe through the house, and up through the roof. Why 
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not do away with the main trap and fresh air inlet en- 
tirely, and ventilate the sewer through the roof pipes of 
the plumbing system? This amounts to the same thing, 
and would be much less expensive. 

We criticized the venting of one of the sinks in Mr. 
Warren’s drawing. He comes back with a detail drawing 
of this connection, which we show in Fig. 102, and asks 
us to state wherein the waste and vent are not O. K. 
We find that the original drawing did not make the 
matter clear, and now that we see what was intended, 
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Fig. 103 
Here Is Another Drawing That Is Incorrect. Every Reader Is 
Invited to Make Corrections and Send Them to “Domestic 
Engineering” 


we think his connection is O. K. It varies some from the 
general form of the continuous vent, but we do not see 
why it does not conform to the requirements of this 


type of vent. 


ANOTHER INCORRECT DRAWING 
N Fig. 103 we give the regular incorrect drawing. 
Every reader has the opportunity of submitting a 
drawing showing how he thinks the work should be in- 


stalled. Let us have the result of your thought and ex- 
perience. It will not take much of your time; you will 


benefit from it, and so will all the rest of those that are 
following this work. 





The North o’ Belmont Improvement League of Dallas, 
Tex., has awarded a contract for the construction of a 
sewer line to serve the region north of Belmont Addition 
and east of the Richardson road, inclusive of Delmar 
Heights. The work will cost about $10,000. 

The sewerage commissioners of Brockton, Mass., at a 
recent meeting voted to recommend sewer extensions in 
that city. 

Miami University of Oxford, O., has announced its in- 
tentions of assisting the city financially to enlarge the 
municipal sewage disposal plant at a cost of more than 
$21,000. University trustees will secure needed funds, it 
is believed, through the state emergency board and will 
probably pay more than $10,000 towards the construc- 
tion of the new plant. 

The city of Orange, N. J., may take part in the joint 
outlet sewer plan of Alexander Potter in which the 
municipalities of West Orange, Irvington, Millburn, South 
Orange, Summit and Newark are interested. With regard 
to sewage disposal a consulting engineer indicates that 
the cost to the city of Orange for each million gallons of 
sewage disposed of in 1950, including interest and amorti- 
zation charges, would be via Rahway Valley project, 
$42.50, as compared with $37.40, $36.90 and $35.80 for 
three proposed schemes offered Orange in the joint sewer. 
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Business Courtesy Is the Oil of Tact—Use It Freely. 


The old favorite song, ‘We Feed the Baby Garlic so We 
Can Find It in the Dark,” has been replaced by the latest 
fox-trot, entitled, “No Matter Which Stocking a Girl Puts on 
First, She Puts on Her Left One Last.” 

P. Mc., New Orleans, La. 


THE SEVEN AGES OF WOMAN 
Safety-pins, 
Whip-pins, 
Hair-pins, 
Fraternity-pins, 
Diamond-pins, 
Clothes-pins, 
Rolling-pins. 


M. B. D., Seattle, Wash. 


MOTHER GOOSE FOR GROWN-UPS 
Old Mother Hubbard 
Went to the cupboard, 
To get her poor daughter a dress; 
But when she got there 
The cupboard was bare, 
And so was her daughter, I guess. 
T. K. E., Milwaukee, Wis. 


Silent watches of the night are those we forget to wind. 
L. L. M., New York City. 


Quoth a thirsty young maiden from Bellevue, 
To a suitor, “I’ve always thought wellevue, 
But 1 see you incline 
To a nose with a shine, 
To keep such a secret is hellevue!” 
BO KAMP, U. S. A. 





HE WAS SO IGNORANT 
thought September Morn was a legal holiday. 
B. B., Chicago. 


—he 


Busy Plumber: “Take the message—lI’ll get it from you 


later.” 
“Your little girl 
plained the steno. 


wants to kiss you over the ’phone,” ex- 
THE STORY OF BOMBO 
Chapter XIX 

He paused long enough to gnaw a railroad sandwich and 
gulp some coffee. Then he hurried to the police station. To 
the captain he explained his predicament. “M—m—” mused 
the captain, “you say the initials are B. & O. There must 
B. & O. is a railroad. Perhaps your dad 
is an engineer?” “No,” sniffed Bombo, “he couldn't be a rail- 
road man—he was home oftener than that.” “Have you any 
other clues?” quizzed the cop. “Well, we had a swell bath- 
room in our home—that is, before I was stolen.” The uni- 


be some mistake. 


formed man leaned forward, his keen eyes fastened upon 
Bombo. “Do you imagine your father was a plumber?” he 
hissed. “Perhaps,” gasped the faltering child, ‘‘yes, perhaps 


—he—he usta smoke a pipe.” 
(To be Continued) 


A KIND WORD 

A plumbing dealer was seeing Europe. 
not met a friend nor received a kind word. 
restaurant in London. 

“What’ll you ’ave?” asked the waitress. 

“I want two soft boiled eggs and a kind word,” answered 
the plumber. 

In due time the waitress returned with the eggs and said, 
“Anything else, sir?” 

“Yes, I want a 

“T'll give it to you, sir. 


For weeks he had 
He went into a 


kind word.” 
Don't eat the eggs. 
A. E., Atlantic City. 


” 


WELL, IT WAS A GREAT LITTLE PARTY OUT ON THE 
GARDEN PIER. I'm all sunburnt fr’m sittin’ in front of 
photographers with flashlights. OLE ANDER. 
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Advertising Editorial 


ONE A WEEK—No. 84 











Poor Old Quacks 


HEN you're sick you don’t want a quack doctor, 
W do you? Not on your life. And so, to get rid of 
quacks and protect the health of the people, laws 

have been passed. A doctor must pass an examination and 
be licensed to practice. 

In most states the plumber must do the same. For the 
plumber, like the doctor, deals with the people's health. 

Plainly speaking, the plumber should be ahead of the 
doctor. He is the advance guard of health and happiness. 
The doctor cures people after they are sick; the plumber 
prevents them from getting sick. 

The better a plumber knows his business—the better he 
does his work—the less sickness there is in a community. 

A quack plumber can do as much damage as a quack 
doctor. The wrong plumbing is as deadly as the wrong 
medicine. 

When you need a doctor, you need one who knows; when 
you need plumbing, you need a plumber who knows. 

Don’t play with your health. Surely it is worth as much 
to keep well as it is to get well. 











Advertise to Make Better Buyers 


HE advertising that builds business is the advertising that 
educates—that gives people the reason why—why they should 
be interested, why they should want, why they should buy. 

These are just the things the Advertising Editorials do. One is 
printed each week. The Editorials are for you to use in your local 
newspaper advertising. Many dealers, contractors and associations 
are using them. 

All you have to do is to add your firm name and address at 
the bottom and you have a newspaper ad. If you would like to 
use the illustration, it will be sent by ‘‘Domestic Engineering” for 
75 cents. 


44e 


He Saved My 
Life 


I was very sick 

Not so long ago; 

So sick that | thought, 

And so did everybody else, 

That I was due for flowers. 

But something happened and | 

Got well. 

It seems that the place 

I had been living in 

Was unhealthful and unsanitary. 

This had been the cause of my ill health. 
Recently | was out walking 

With a friend. 

We were talking about my case and how | 
Happened to get well. 

Suddenly | looked up 

And saw a man 

Walking along 

On the other side of the street. 

“There is the fellow who saved my life,” 


said I, 

And | pointed. 

“He gave me back my health. 

He fixed it so that pure water runs into 
the house— 


So that waste runs out—so that I bathe 
oftener.”’ 


My friend looked at me curiously. 
“Didn't he use any medicine or stuff?” 
I laughed, ‘“‘Nope—not a drop. 

He said what I needed 

Was a cleaner home and more water— 
Inside and out.” 

““Gee!"’ exclaimed my friend, 

“I'd like to meet him— 

He must be some swell doctor!” 
“Doctor, nothing!"’ I grunted. 

“He's not a doctor— 

He's a plumber!” 


MN I 
Let People Read 

NCE a week regularly clip or typewrite one 

of the little stories like “He Saved My 
Life,” printed above. Then hand the story to 
your local editor for him to reprint in his paper. 

He will reprint it. Sure he will. He is look- 
ing for such “fillers,” as they are called. 

People will read the stories week after week. 
And you will see grow up in your community a 
greater interest in everything associated with 
plumbing, heating and ventilating. 

These little stories are not advertising. They 
are stray bits of information—general popular 
education. They supplement the Advertising 
Editorials. 

If there is one thing you need in your busi- 
ness it is an educated public. Well, then, edu- 
eate it. If you don’t, who will? 





Making Distant Radiators Heat Well 


Here is Described a Method Used by a Heating Con- 
tractor, and This Method Has Some Unique Features 


By John K. Raymond 








EATING contractors are weli aware that on the hot 
H water installation, where some radiators are quite 
distant from the boiler, it is always something of 

a problem to be sure that these radiators will heat well. 

A heating contractor in Westchester County, New York, 
has met this problem frequently, owing to the fact that 
many of the local buildings are lengthy structures in- 
tended for two or three families and usually have the 
boiler at one end. Repeated experience has proved that 
the radiators near the boiler will heat without any trouble; 
but that those far away will present difficulties frequently. 

Figure 1 shows a typical building of the kind. The 
dwelling in this instance is a two-family house about 65 
feet long. The layout of the apartments above are some- 
thing in the nature of “railroad flats.””’ Apartments of 
this kind are arranged to fit on a single lot of not over 
25 feet in width. It means that the building is bound to 
be of considerable depth, although narrow in width. 


@ ‘igh Points on Large dans "Riser; 


generous extent and have proved satisfactory. The truth 
about the present method, however, is that while it can 
be said that it works well, it cannot be asserted that it is 
unquestionably an improvement over the usual method. 
The usual method would have independent flow and return 
mains. This method has the mains connected together 
at the end, and the heating contractor in the case believes 
that it is some improvement. He claims that his circula- 
tions now are noticeably more equalized. 

The main is run the same size all around. If it starts 
at two-inch, it will be continued the same size down 
through the flow main and around into the return. It is 
the same with 21-inch pipe or 3-inch. The majority of 
his installations are 2%-inch mains. 

The circuit pitches up so that the high point is at the 
front of the house. It is usually relieved here by some 
branch connection which is sure to take out all air. 
On leaving the boiler, the flow connections to the first 
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From the architectural standpoint, it is almost essential 
to place the chimneys in the kitchens of such houses, and 
it is also quite necessary to place the kitchens at the rear 
extremity. Thus the hot water heating plants are bound 
to be laid out so as to meet the condition where some 
radiators are abnormally distant from the heater. As a 
rule, too, the radiators in the front of the building are 
placed close to windows, which means they are situated 
as distant as possible from the boiler. 


THIS METHOD MAY SEEM RADICAL 
HE method used by this heating contractor is one 
which has been often questioned as good practice. 
In short, he makes a circuit of his hot water main, con- 
necting the flow and return together at the far end. His 
theory is that if a circulation is started down the return 
main, and this main is really but an extension of the flow 
main, that an equal amount of circulation must necessarily 
flow evenly through the other part of the main. 

This method of installation is complicated slightly by 
the fact that the contractor believes in using small pipe 
as a rule on hot water installations. Some of his connec- 
tions may seem radical. Yet all have been tried out to a 


44f 


radiators met are all strictly from the side of the main. 
The last few near the end will be taken off upright or 
with 45’s. Coming down on the return all branches run 
into the side. 

It must be noted, too, that all flow connections near to 
the boiler are kept at reduced sizes, while those farther 
away are made larger. An effort is also made to carry 
the flow main as far down the length of the house as pos- 
sible before any branches at all are taken off it. In other 
words, most radiators in the rear of the house and near 
to the boiler have a separate flow main of their own. 
They may or may not connect into the return main on the 
circuit. 


HOOKING TWO MAINS TOGETHER 

HE main effort with the system is to get a good 
ti strong flow up toward the distant radiators as 
quickly as possible. The heating contractor believes that 
this flow is made more certain when the two mains are 
hooked together. He reasons that the down-leg of water 
in the return main is bound to pull an almost equivalent 

amount of circulation up through the flow. 
It is well known that in one-pipe hot water systems the 
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circulation is supposed to be very evenly distributed. 
Such installations will have one large main, with all flow 
branches taken off the top, and all returns coming into 
the side or bottom of the same main. Such a main will 
also pitch down from a high point at the boiler. Where 
long mains are required, and particularly when the radia- 
tors are in a sort of circuit, it is claimed that the one 
pipe system is desirable. It seems that we do not have 
many such installations nowadays, however. 

The system described in the foregoing is in effect a one 
pipe hot water job. Apparently it would make very little 
difference if the high point on the main was set just 
above the boiler. The heating contractor in the case, 
however, believes that the circulation should be improved 
by having the high point at the far end of the house. 

This contractor also uses %4-inch connections to many 
radiators set on the upper floors. This is particularly so 
when the radiators are less than 36 square feet in size. An- 
other object of the reduced connection is to take as little 
as possible of the flow from the main before the distant 
radiators are reached. The first radiators, shown in 
Figure 1, on the large main, are 20 square feet in size. 
These are placed in the bathrooms. In many instances 
the heating contractor has used a one-half inch flow con- 
nection for the first floor radiator here, and a %-inch 
connection for the second floor radiator. 

In all such cases a %-inch hot water valve is used; but 
the radiator tapping is bushed down to 44-inch or %-inch. 
The valve is set to one side and connected into the flow 
inlet by use of a reducing elbow. The short nipple placed 
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in the radiator bushing is always of brass pipe. It should 
be remembered, too, that all these first connections on 
the main are taken from the side. In order to keep the 
branches from the mains parallel, the custom is to raise 
the branch with a 45 degree offset shortly after it leaves 
the main. The return branch is then raised in the same 
manner, and thus it crosses the flow main readily. The 
two branches are then on the same level when stretching 
across the basement ceiling. 


IT WORKS WELL 

INCE some of these offsets on branches must be made 

between the two mains, it is desirable that the mains 
be kept at least a foot apart, and 18 inches is better. In 
estimating the size of the mains, attention is always 
given to the combined area of the flow valve openings. The 
main generally is sure to exceed these in capacity, and 
usually the next pipe size is taken to make certain of 
ample flow. The present instance, however, is what can 
be called a competitive job, and the figuring, therefore, 
is closer. 

Figuring up the flow inlets on the radiators, we find 
there are four %-inch, and two each of %-inch, 1-inch 
and 14-inch. The total areas of these amount to a little 
more than five square inches. The area of 214-inch main 
is given as 4.908 square inches, or approximately 5 square 
inches. Thus the layout on this particular job carries on 
the large main an area a trifle less than the total of the 
flow inlets. The heating contractor states that it works 
well nevertheless. 


An Up-To-Date Old Timer wie.c1i. Goon O14 


a display in a window of the Dillenberger Plumb- 

ing Company, at Shreveport, La. It looks about 
as attractive as any you will see anywhere, doesn’t it? And 
it is. If that were all there were to it, the display would 
pass as a good display and no further words would be neces- 
sary. But that isn’t all. Interesting as the display is, 
the man behind the display is more interesting. 

The man is H. Dillenberger, head of the company that 
bears his name. While 
he is the oldest master 
plumber in  Shreve- 
port, he has not al- 
lowed the years to 
dim his ideas. He has 
kept step with prog- 
ress in plumbing, and 
only recently one of 
his displays was 
awarded second prize 
in a national window 
display contest. 

His progressiveness 
shows itself not only 
in window displays, 
but in a well-arranged 
establishment, with a 
fine display room, a 
good shop and many 
conveniences for his 
employes. 

Mr. Dillenberger was 
the first plumbing ap- 
prentice in Shreve- 


To picture which these words surround is that of 











port, having started to learn the trade thirty-five years 
ago. From the day he started on down to the present 
time he has never lagged behind the march of his pro- 
fession. In fact, the older he grows the more he sees 
the necessity of keeping up-to-date. 

Long ago he learned the value of window display ad- 
vertising. He knows his windows pay good returns on 
their investment. Because of this he changes his displays 
weekly. He never lets a display grow old or commonplace. 

Mr. Dillen berger 
handles gas and elec- 
trical appliances, as 
well as plumbing 
goods, and thus his 
displays are given 
plenty of variety. His 
motto is, ‘‘Advertise 
One Thing at a Time.”’ 
So, when he makes a 
bathroom display, he 
makes it complete, and 
he shows nothing but 
what should go into a 
bathroom. When he 
puts on a hot water 
heater display, he 
makes the picture drive 
home nothing but a 
hot water heater argu- 
ment. His motto is: 
“One thing at a time, 
but make that thing 
complete and worth 
while.” 


























All Metal and Market Reports Cover Only the Seven Days Pre- 
vious to the Dates on Which They Are Written. 


STEEL AND IRON 





New York, N. Y., July 3.—Awards for building steel 
for the last week reported were low. Fabricated struc- 
tural steel orders placed totaled 8,750 tons, compared 
with 14,750 tons the previous week and 12,500 tons the 
week before that. Awards of concrete reinforcing bars 
totaled 1,750 tons for the last week, as against 7,750 tons 
and 5,500 tons for the two previous weeks. 

Sheets and Tin Plate 

Inasmuch as makers of sheets and tin plate are planning 
to curtail operations in July for the sake of repairs, and 
because of warm weather, consumers have been urging 
speedy deliveries on old contracts, and in many instances 
have increased the tonnage on contract. Premiums have 
been paid on tin plate again amounting to 25 cents or 50 
cents per box, the official price being $5.50. Sheet prices 
are unchanged at 3 cents per pound for blue annealed, 
3.85 cents for black and 5 cents for galvanized. The New 
York Central is in the market for 750 tons of sheets of 
various grades, bids to be opened July 2. 

Pig Iron 

Many buyers of pig iron have the notion that the market 
will get down to $25 per ton, furnace, in the East, which 
perhaps accounts for the present lull in buying. However, 
the market will have to decline about $3 per ton to do 
this, and the majority of sellers believe that a decline so 
drastic will not take place, although they admit that prices 
will probably go lower. The belief that there will be no 
distinctive third quarter buying movement, is now almost 
universal. Tonnages will be taken merely on a hand-to- 
mouth basis. 

Virginia iron continues to sell a little between $27 and 
$28, furnace, with the bulk of iron going at the lower 
level. There is very little doubt but that Buffalo furnaces 
have quietly taken business at $27, furnace, though they 
will openly not quote below $28. Eastern Pennsylvania 
iron is to be had between $28 and $28.50. 

Prices for pig iron are quoted f. o. b. furnace per gross 
ton. 

Foundry, No. 2, plain: 

PE UES: Gaskivme nea ce aewce ee ck wire keen $28.00 @ $28.50 


PED ech Gaelics hc sub eee eek bbare ene 28.00@ 29.00 

PD: <a) cchistcatuseebebasebeceveee 25.00@ 27.00 

[ORR ies eh cektvek base ohne so oes oes SORE 30.00@ 30.50 

Cf Ee a nT ee ne rE ee 27.00@ 27.50 
Basic: 

WIND to OCs ca on ste nan eee eee ENR eee sank 27.00@ 27.50 


Further inroads have been made into the sanitary pipe 
base at Birmingham, which may now be put at $65. At 
that new business is coming very slowly except from the 
Pacific Coast, which continues to make good bookings. 

Coke 

Coke output is increasing slightly without change in 

prices. 
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Copper 
There is no change in the copper situation, either as to 


inquiries, orders or prices. The price range is now about 
3% cent per pound, with outside sellers willing to go as 
low as 145 cents, delivered, and the majority of pro- 
ducers still holding out for 15 cents. The most encour- 
aging feature of yesterday was the advance at London of 
10s to 15s. Probably the decline of nearly 1 cent in 
sterling exchange had much to do with this. 
Tin 
Evidently the effect of expected unfavorable statistics 
on July 1 has run its course, as prices advanced slightly 
yesterday, and more sales were made both in London and 
New York. New York prices were 4 cent higher on an 
average Straits tin selling at 38% cents for spot and 38% 
cents for futures. Imports of tin in June to date are 
about 1,000 tons under the average total monthly arrivals 
and deliveries for the first five months of this year. Tin 
arrivals in June have been: Atlantic ports, 4,305 tons; 
Pacific ports, 110 tons. Tin afloat is 4,320 tons. 
Lead 
The American Smelting and Refining Company has 
again reduced its quotation on lead, this time by $3 a 
ton to 6.85 cents per pound, New York. A $5 mark down 
had been made the week before. This action was probably 
taken because of the continual declines at London, making 
it probable that Mexican lead would again come here, and 
because East St. Louis prices had fallen to the normal 
ratio as regards New York. The continued price cuts 
make buyers wary. Prices at East St. Louis were down 
to 6.60 cents. 
Zine 
Zine seems well established at 5.75 cents for prompt and 
5.85 cents for August-September. Prices have been stable 
at those levels for two or three days and buyers are be- 
coming convinced that the bottom has been reached. The 
only pessimistic note is the failure of producers to cut 
production. Each one waits for the other fellow to take 
the first step. 





Other Metals 
Quotations on other metals in New York are as follows: 
Aluminum in 50-ton lots, 99% and purer.......... 

Ce ree ree re ee 27.25 cents per lb. 
7.00 cents per lb. 
New York Old Metal Market 

The following prices are current for old metals: 


Buying Selling 
Copper, crucible ...... 11% to12% cents 13 cents 
Gopper,. Tight. . 4.2.52 2% 10 to10% cents 11 + cents 
ernee, BOAWG 6. sos. ce 5% to 6% cents 6% cents 
ee ee) 5% to 5% cents 6% cents 
2 SOON kee ssnaot 3% to 4% cents 4% cents 
Cocks and faucets..... 8 to 8% cents 8% cents 
Solder $01MtS «<<... 7 to 7% cents 8 cents 
Zinc, new scrap ....... 5 to 5% cents 5% cents 
Block tin- pipe .......: 35 to36 cents 37 = cents 


Old cast aluminum....13 to13% cents 14% cents 
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Chicago Old Metal Market 
The following are the current prices for old metals: 


Buying Selling 
Crucible copper ....... 11% to12 ~~ cents 12% cents 
Heavy copper and wire.11 to 11% cents 12 =cents 
Light copper ...... -»-. 9% to10 ~~ cents 10% cents 
ee 8% to 9% cents 9% cents 
Heavy yellow brass.... 6%to 6% cents 7% cents 
weeOvy 16Gd. 2. cc cece. 5 to 5% cents 6 cents 
gE a eee 4 to 4% cents 4% cents 
Light brass .......... 5% to 5% cents 6% cents 
Biock tin pipe......... 33 to35 cents 36 ~=cents 





IN THE CHICAGO SUPPLY MARKET 

Chicago, July 3.—One of the significant features of the 
present market is that the recession of buying, with which 
most people in the trade are now familiar, was to a large 
extent deliberately planned. The more or less successful 
arrest of the upward trend of prices, has been the result 
of a somewhat ‘conscious and intentional effort. It was 
directed at the threatened inflation, and the restriction 
on loans for speculative buying was one of its first man- 
ifestations. 

Here is a new power which buyers are just beginning 
to feel and which the market is just beginning to sense. 
With labor blocs, farmer blocs, anti-railroad blocs and 
many other organized groups, each one pleading its own 
interest or theories without regard for the benefit or 
safety of the mass, and without any clear vision of the 
future, it might be wise for us to endeavor, to see in 
just what direction we are drifting on the wave of the 
present loosely organized buying bloc. That we are drift- 
ing, there can be no doubt. 

Even the actions of well organized groups are, more 
often than otherwise, based upon their feelings instead 
of upon facts brought out by business research. So it may 
be expedient that we consider seriously, to just what ex- 
tent, the present delayed buying is based upon wisdom, 
and how much it is based upon the tendency of human be- 
ings to follow the crowd. 

An ancient philosopher said that ‘‘Balance is the eter- 
nal verity,’”’ or in other words, the truth lies half way 
between two extremes. This is particularly applicable 
to the plumbing and heating supply market right now, 
and a research, conducted by ‘‘Domestic Engineering,’’ 
among a number of people prominent in the trade, brings 
out some interesting opinions along this line, a digest 
of which is given below. 

There has been a considerable change in the trend of business 
during the last few months. During the first four months of the 
year, there was an increasing ‘volume of business, generally 
Speaking, but apparently the peak has been reached, and for sev- 
eral weers there has been a let-up in buying. This is particularly 
true of those industries that contribute to building construction. 

This much, most of us are more or less familiar with, 
but there seems to be a difference of opinion as to whether 
this condition is temporary or whether it will continue 
throughout the year. However, the consensus of opinion 
as revealed by the research is: 

That there is no real fundamental reason for business to fall 
off permanently. Whether business will get back to a normal 
basis, or whether it will flounder around like a ship without a 
rudder, depends upon that group action and group sense that has 
recently made itself manifest, and upon a general understanding 
that all business is interrelated, and that the success or failure 
of one affects the success or failure of all. 

So market reports and right thinking may be a con- 
structive force or they may unwittingly start a flurry of 
uncertainty that will eventually become a stampede. It 
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is time we had a rudder on the ship of business in 
plumbing and heating supplies. The various lines have 
become so interdependent that the master plumber, job- 
ber or manufacturer who thinks in the terms of his 
business alone, and who refuses to consider it in its 
relation to the whole trade, is now counted among the 
modern business hazards. Having a narrow vision, he 
may become scared and start a stampede when there is 
no reason for it. 

Increasing wages with increasing inefficiency of labor 
and mounting prices are just a few of the indications 
that the world is hungry for money. The too sudden 
checking of purchasing power, is on the other hand, a 
sign that the trade has ignored the elements of safety 
that are known to the wolf pack, for instance. Even hun- 
gry wolves co-operate in running down the deer, but 
when the deer has fallen, competition comes again into 
play. And just because business is a little more intricate 
than deer hunting, it has taken us all this time to learn 
the rudiments of co-operation and standardization. 

And the future of the market? It depends upon our 
knowledge of the facts, our sanity in applying them and 
our ability to co-operate. That should be the rudder to 
our ship. The outlook is encouraging. The last few 
weeks have shown us beyond doubt that the rudder is 
being used. 

Soil Pipe 

The fact that manufacturers and jobbers have been 
sending out price sheets during the last few days, an- 
nouncing the five points recession in price mentioned last 
week, is a fair indication that they do not expect any 
immediate change. Sales are fair, but the excessive de- 
mand for water pipe. which is all out of proportion to 
the demand for soil pipe, is taken as a good omen for 
future business, not only in soil pipe but in all lines. 

Steel Pipe 

There is practically no change. Keen demand slightly 
less than it has been, prices firm with no tendency to go 
up or down and a labor condition that could scarcely be 
worse, about covers the situation. 

Wrought Iron Pipe 

The demand shows a slight uphill tendency following 
the lazy market of a few weeks ago. Wrought iron pipe 
has probably encountered less excitement, during the last 
few months, than any other commodity in the plumbing 
and heating lines. 

Enameled Ware 

There seems to be no bottom to the demand for enam- 
eled ware. While the demand for other lines recedes, 
enameled maintains its position near the head of the 
class in point of demand. No changes in prices are looked 
for and no improvement in deliveries until after Sep- 
tember 1. 

Pottery 

Some of the members of the Brotherhood of Operative 
Potters who asked to be taken back on the open shop 
basis, are still mowing lawns and doing similar work. 
This would look as though the pottery makers were 
pretty well organized before peace was considered by 
the men. 

Range Boilers 

Lower prices which some have looked for, have not 
yet come to light. The demand continues fair and is 
steady. While there are some instances where the de- 
mand has been reported less than usual, this is so small 
a part of the whole that it is no indication of the general 
market. ; 

Plumbers’ Brass Goods 

While the manufacturers continue very busy, the de- 

mand on the jobber is somewhat spotty. Prices are a 
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little wabbly, as 
zroup of brass 


is also the market on copper. In a 
manufacturers that gathered together 
a few days ago, nine expressed the opinion that copper 
would go higher and three expressed the belief that cop- 
per would go lower within the next ninety days. 
Boilers and Radiators 

A fair amount of business is being done, but it is the 
experience with some manufacturers that forward buying 
is at a standstill. Caution and conservatism in buying 
are features of this line as they are of most other lines in 
plumbing and heating supplies. 





IN THE NEW YORK SUPPLY 


MARKET 


New York, N. Y., 
note, this 
market. 


July 2nd.—There is little change to 
week, in the plumbing and heating supply 
The outlook for the coming month has been 
strengthened to some extent, due to the check on business 
during the last month. Last month’s business does not 
disclose the quantity that has been expected. It has fallen 
somewhat below what the optimists had hoped for and 
as has been somewhat better 
feared. In the meantime a 
nothing and sawing wood. 


than the 
large 


had 
saying 


pessimists 
number are 


Soil Pipe 

Business in soil pipe continues dull, but not inactive. 
There is a slight improvement in some lines, offset by a 
slackening in others. If anything, the consensus of opinion 
points to a betterment in general conditions. 

Steel Pipe 

No change is noted in this end of the market and none 
is anticipated for several weeks, as there are indications 
that deliveries will not improve much. Prices are steady. 

Wrought Iron Pipe 

There is scattering improvement reported in wrought 
iron pipe, but not enough reporting any change in the 
general condition, which continues to drag. 

Enameled Ware 

continue at the better volume noted by 
dealers last week, who report that a steady, if not too 
insistent demand gives great encouragement. Stocks are 
in better shape than they have been for some time, and it 
seems resonable to suppose that any change in the im- 
mediate future will be for the better. 


Deliveries 


Pottery 
Shipments are easier in this end of the market and the 
general tone is much healthier, with every prospect for 
continued improvement. Dealers in general anticipate a 
much more favorable month in July than was experienced 
in June and there is more cheerfulness as a result. 
Plumbers’ Brass Goods 
A survey of the metropolitan area, made by one of the 
larger houses discloses the fact that there is enough busi- 
ness in sight to provide a measure of activity, at its present 
volume, until the fall, but that the prospects beyond that 
are not so good. This is in keeping with the general 
belief that the summer will show a comfortable business, 
but one a little helow expectations, with the fall and winter 
uncertain at the present outlook. 
Boilers and Radiators 
This end of the market is not quite as listless as it has 
been, but so few dealers note an improvement as to leave 
little change in the general situation. 





IN THE PHILADELPHIA SUPPLY MARKET 
Philadelphia, July 2nd.—The lull in buying seems to 
continue this week, although business is far from being 
poor. The feeling seems to be, that a certain amount of 
quietness, is favorable to continued business, and there 
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is an under current of optimism for a revival of activity 
in the near future. In view of that, there are many manu- 
facturers who are making preparations for another period 
of heavy demands. 

Caution seems to be the keyword of the industry today. 
Demands for higher wages by labor and advanced material 
costs have been the factors in creating the present situa- 
tion. The problem that confronts us is getting back to 
a stable basis, which will be accomplished, it is conceded, 
if we proceed with thoughtfulness, and face calmly, con- 
ditions of business as they come. 

Soil Pipe 

After the downward revision of prices by the southern 
foundries last week, we find a sluggish market today. The 
northern foundries have revised their prices, but have 
not as yet reached the level set by those in the south. 
Reports coming from the south have not indicated that 
a great amount of new business has been closed on the 
low prices. The jobbers all seem to be covered on their 
requirements for some time ahead and are not placing 
much new business at today’s price. Soil Pipe can be had 
for immediate delivery from the majority of the foundries. 

Steel Pipe 

Philadelphia territory seems to be well stocked on steel 
pipe. This condition however, will only be temporary, 
tor although several of the jobbers received large ship- 
ments during the last week, with the heavy demand, it 
will not take long to again exhaust their stocks. 

Wrought Iron Pipe 

The demand continues heavy, with no immediate relief 

Prices have not changed. 
Enameled Ware 

Philadelphia territory received during the last week 
a fresh supply of enameled ware, which has relieved the 
situation considerably. Most of this, however, the jobbers 
were forced to use on unfilled orders, so at the best the 
relief is only temporary. Small ware is particularly 
searce, especially sinks, drainboards and kitchenettes. De- 
liveries are still sixty to ninety days in arrears, with no 
prospect of relief at present. The price remains firm. 

Plumbers’ Brass Goods 

Jobbers report sufficient stock on hand and are having 
no trouble in replenishing their stocks when needed. 
Prices remain about the same as last week. Deliveries 
on tubular brass products are rather slow, due to inability 
of the manufacturers to produce sufficient quantities to 
meet the demand. 


in sight. 


Pottery 

If there has been any improvement in the pottery situa- 
tion this week, it has been very little. Deliveries have 
fallen back, although several potteries promise large ship- 
ments next week for Philadelphia territory. 

Range Boilers 

boilers continues heavy with 
Prices have not changed since 


The demand for range 
shipments keeping pace. 
last week. 
Boilers and Radiation 
The usual seasonal demand for boilers and radiation 
has started with the manufacturers in a better position 
this season than they have been for some time past. Boilers 


and wall radiation can be shipped immediately, but column 





radiation has fallen back with twenty-six and thirty- 
eight inch sizes the most scarce. 
IN THE BOSTON SUPPLY MARKET 
Boston, July 2.—While business continues to show 


activity, there is a feeling that the drop in price of soil 
pipe may be an indication of what is to follow in other 
lines, and the average buyer is placing orders only for 
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immediate needs rather than for future requirements. 
There is a feeling that many of the prices in effect today 
could be reduced, but with the active demand, the increase 
in cost of production. and the shortage of skilled labor 
in the several lines, it would seem that if reductions are 
made, they will be slight and will be made as an induce- 
ment to secure an order here and there, rather than as a 
general cut. Business in general is very good, and permits 
for new residential work are being issued in large numbers. 
Plumbers and heating journeymen are at a premium, and 
the constant complaint of the employer is “I can’t get 
men.” Everything points to a continuance of the present 
wave of prosperity if manufacturers and labor will ‘‘keep 
their feet on the ground,” so that building materials can 
be bought and installed at a price that will permit the 
investor and home seeker to buy. 

Soil Pipe 

The drop of last week has left the market in an un- 
settled condition, as everyone is wondering if this is the 
beginning of the hole that is to make ‘‘the bottom fall 
out.’” The general feeling in this section, is that the drop 
indicates the beginning of a war between the northern 
and southern foundries, but whether it will develop into 
such a condition is a question. In the meantime receipts 
are normal and deliveries good. 

Steel Pipe . 

Receipts continue to show an improvement, and the 
shortage that has been a great annoyance for several 
weeks is gradually being eliminated. Some of the butt 
sizes are still scarce, but almost all of the jobbers report 
some receipts of this product, although not in sufficient 
quantities to take care of requirements. There is no 
indication of a price change as manufacturers claim that 
the production costs absorb any drop in price of raw 
materials. The demand continues active. 

Wrought Iron Pipe 

A plentiful supply of all sizes is in the hands of jobbers. 

Demand continues normal. No price change is predicted. 
Enameled Ware 

The steady and increased receipt of this material is very 
gratifying to the trade. Practically all staple items ean be 
secured promptly from stock and according to reports, the 
only items that are at present short or slow in delivery are 
the higher grade fixtures, although it is stated that this 
condition is being rapidly improved. Demand continues 
active. No price change is anticipated in the near future. 

Pottery ° 

The settlement of the strike announced last week, is the 
best news that has reached the trade for some time, as 
it is now hoped that shipments of pottery come through 
better. It cannot be expected, however, that conditions 
will be normal for some time. It is reported that most 
of the potteries are equipping their plants for the pro- 
duction of cast ware which can be produced at a lower 
cost and in a more satisfactory manner than pressed ware. 
One of the largest potteries in the country, through their 
representative has stated that they hope to be able to 
show within a very short time, a great increase in produc- 
tion. In the meantime several assorted shipments have 
come into this market which are helping to cut down the 
number of unfilled orders. 

Range Boilers 

There is no change in this situation. Receipts are 
sufficient to take care of all demand which is about nor- 
mal. No price change is anticipated. 

Plumbers’ Brass Goods 

Receipts are satisfactory with continued good demand. 
The wave of speculative buying seems to be over for the 
time. as it is felt that the market is weak and that prices 


DOMESTIC ENGINEERING 47 


are higher than conditions warrant. Many of the jobbers 
report that they find that prices are spotty which would 
indicate a weakness. Buying for immediate requirements 
and waiting to see what is going to happen, seems to be 
the rule at present. 
Boilers and Radiators 
Receipts are practically normal. The shortage of a few 
weeks ago has been overcome to quite an extent and both 
jobbers and heating contractors report much more satis- 
factory conditions. Warehouses are beginning to put in 
a stock from which deliveries can be made as in the past. 
There are no price changes, although it is stated that 
orders are being placed at prices that are satisfactory to 
the buyer. This may mean that reductions are being 
made beyond the present schedule, but this view cannot 
be verified. 
IN THE PACIFIC COAST SUPPLY MARKET 





San Francisco, July 2.—Business during the week held 
up fairly well. New work coming up, however, was more 
of the class of material required for homes and smaller 
apartment buildings. 
better shape than anywhere else in the country in the 
building trades, and this is giving confidence to prospec- 
tive builders. Jobbers are still holding off buying in large 
quantities and are rather waiting for orders placed by 
them during the latter part of last year and early part 
of this year to be filled. 


Labor conditions are probably in 


Soil Pipe 

There is still a fair demand for this commodity but 
the market is still rather upset owing to stocks on hand 
held by various jobbers. Prices during the week dropped 
approximately 15 per cent but this has not resulted in 
any new business to speak of. Jobbers are not ordering 
even at the recent concessions in prices made by various 
foundries. 

Steel Pipe 

The demand for this commodity is still very active and 
no appreciable shipments to jobbers’ stocks from the mills 
were made during the week. Prices are firm. 

Enameled Ware 

The situation on this commodity is easing up consider- 
ably. There is still a large amount of ware to be delivered 
on contracts taken during the early part of the year which 
will keep jobbers busy during the next few months. There 
has been no change in price during the week. 

Pottery 

With the settling of the potters’ strike, coast jobbers 
have hopes of soon being able to secure their requirements 
from their regular sources of supply and a considerably 
easier feeling prevails in the entire trade so far as this 
commodity is concerned. 

Plumbers’ Brass Goods 

The situation in this line remains the same as last week 

with a fair demand and stocks in good shape. 
Range Boilers 

The demand is still holding up fairly well and jobbers’ 
stocks are in good shape. There have been no price 
changes during the week. 

A screening plant will be in operation near the outside 
of the Hagerstown (Md.), sewerage system within sixty 
days, it has been announced by the engineer of the 
Hagerstown Sewerage Commission. There has been con- 
siderable complaint from Funkstown and other places on 
account of Hagerstown dumping untreated sewage into 
the Antietam creek. It is believed that the machinery 
necessary to the construction and operation of the plant 
will be ordered soon. 
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The 


Pop-Up Waste 


that is just a 
little better 


CHICAGo 


Ask your jobber 
TECK MFG. COMPANY 


3801 N. Ashland Ave. “CHICAGO 


Fr QUARE RE I ‘GEE 
lroné <td) FITTINGS 


We are so proud of Square 
‘Gee’ fittings that we 
stamp on each one a square 

as a means of instant 
recogni‘ion. 

















THE GRABLER MANUFACTURING CO. 
CLEVELAND, o. 


— 





SET ee ST eT START Ten UU SHULL SHU TL LLLe) 


Gerstein 
Cisternand Riveted 
Pressure Boilers 


can be described in one 


word—- 
Everlasting 


They not only /ast but give continuous, satisfactory 


service. ; ; ; 
Made in any size, pressure or capacity desired. 


Write for details 


Gerstein Bros. & Cooper 
Coppersmiths 


1-3 W. Third Street So. Boston, Mass. 
COHMAINANENELUNCOELANENLEUEELUUCDEELEEDEOLOLEGECQEGEEEEOEUELUOUCOUEOCEOULUEUOUCSUUUUUUUGUOUOUOCSUOUUTUL HACE HAUCEEELETLLH 
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It Does the Work 


Any vapor, vacuum, atmospheric or 
modulation system can be improved 
by equipping it with the 


Thermo SyphonTrap 


It returns condensation to boiler as 
fast as it forms, regardless of 
pressure or vacuum. 












There are many other uses for this 
trap. Bulletin No. 16 explains it 
fully. Write for it. 


Lytton Mfg. Corp. ss 








July 7, 1923 


The News of the Week 


SPECIALTY MANUFACTURING COMPANY 
IXPANDING 


EASTERN 





The Eastern Specialty Mfg. Co., of Scranton, Pa., has 
recently acquired the land, buildings, and all equipment 
of the Spencer Spark Plug Company, Scranton, which will 
be devoted entirely to the manufacture of plumbing spe- 
cialties. This with the present modern factory will greatly 
increase production. 





JAMES P. MARSH CALLED BY DEATH 

James P. Marsh, founder and until three years ago 
president of the James P. Marsh & Company, steam 
specialty manufacturers, 118 South Clinton street, Chicago, 
died at his home in this city on Wednesday, June 27, in 
his 83rd year. Mr. Marsh was born in Lockport, N. Y., 
and came to Chicago in 1860. In 1865 he founded the 
business that bears his name, on the spot where it still 
stands. He invented several heating appliances, among 
them radiator air valves, thermostatic traps and gauges, etc. 
He was a brother of Prof. O. C. Marsh, paleontologist of 
Yale university, and a nephew of George Peabody, a 
London philanthropist. Mr. Marsh married Frances Davis 
of Eaton, N. Y., and is survived by two daughters, Mrs. 
Edward A. Washburn, of Batavia, N. Y., and Mrs. John 
Jay Abbot, of Chicago, Il. 





WESTERN TRADE GOLF ASSOCIATION TO HOLD 
MEET AT GLEN FLORA COUNTRY CLUB, 
WAUKEGAN, ILL. 

The Western Trade Golf Association of Chicago will hold 
its next tournament, the third of the season, at the Glen 
Flora Country Club, Waukegan, Ill., on Wednesday, July 
11. Trains leave for Waukegan on the Milwaukee and 
North Shore Electric Railroad from the station at Wabash 
avenue and Adams street, Chicago, every hour on the hour. 

As usual the qualifying round will be played in the 
morning, for which there will be a prize for the low net, 
and in the afternoon there will be the customary flights 
and play of eighteen holes for the association cup, and an 
attractive prize will be awarded for the low net in the 
afternoon as well as the runner-up in the low net. 








PERSONAL MENTION 


D. E. Kennedy, manager of the Chicago branch of the 
American Radiator Co., with Mrs. Kennedy and their 
daughter, started last week, for a three weeks’ pleasure 
trip through the Yellowstone National Park and other 
parts of the West. 

James Griggs, the well known plumbing and heating 
contractor of Portland, Ore., and Tacoma, Wash., has 
withdrawn from the plumbing and heating business and 


now represents the Wheeling Sanitary Manufacturing 
Company, Wheeling, W. Va., Casey-Hedges Co., Chat- 
tanooga, Tenn., and Burlington Brass Works, Burlington, 
Wis. 


H. Romeyn Smith, New York, representative for the 
Detroit Valve & Fitting Company, Detroit, Mich., was 
expected to sail from London, Eng., on July 4, for America, 
after a three months’ tour of Europe. Mr. Smith, ac- 
companied by Mrs. Smith, has been spending some time in 
Holland, Belgium, Spain and the battlefields of Northern 
France. Recently, they motored through England, enjoy- 


. ing country life and the famous English golf courses. 
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Charles Hartford, formerly buyer for the Erie Dry Goods 
A Company is now representing the Eastern Specialty Mfg. 
( Co., of Scranton, Pa., throughout the New England states. 
L. A. Kahl, of Waterbury, Conn., a brass crafter with 
years of experience, has become connected with the Eastern 4 A 
Specialty Mfg. Co., of Scranton, Pa., and is in charge of KE TING 
| the manufacturing department. 
t J. V. Brunner, formerly of the Reading Iron Co., Read- 
} ing, Pa., has joined the sales force of J. B. Wise, Inc., 
Watertown, N. Y. Mr. Brunner will be located in the 
Chicago offices, 1508-9 Lytton Bldg., as assistant to the 
western sales manager, W. M. Thompson. 
i WALWORTH OHIO COMPANY HOLDS FIRST ANNUAL 


OUTING 

| Officers and employes of the Walworth Ohio Company, 
of Cleveland and Youngstown, O., assembled on Saturday, 

} June 16, at Willow Beach Park, Cteveland, for their first 
annual outing. Offices and warehouses of the firm closed 

at 9 o’clock a. m., and all members of the concern were 
transported from the main offices to the beach in a special 
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ECONOMY 
EFFICIENCY 
DURABILITY 





These three highly desirable 
qualifications are embodied 
to the fullest measure in the 
design, material and work- 
manship of 


KEATING 
SILENTFLUSH 
VALVES 





























) pee 
[he seven year guarantee 
which accompanies each 
valve is an expression of 
our confidence in our prod- 
uct based on the knowledge 
of its inherent quality and 
past performance. 
Catalog and prices on request 
The Annual Outing of the Walworth Family:—At the Top Is 
a Scene at the Costume Race. Then There Is Marie Pangres - 
. Looking Happy, and Wm. Mickelbaugh, Treasurer of the KEATING VALVE Co., INC. 
Company, Is the Story Teller. At Their Right Are Mr. and ; 
Mrs. S. R. Mitchell. It is “Hank” Meyer, the Sales Manager, 71 TAYLOR ST. SPRINGFIELD, MASS. 
n Who Is Starring in the Base Ball Game, and at the Bottom 
l= Yeu Can See They Told the World with Banners and Flags 














That They Were Coming 
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Pittsburg 


AUTOMATIC GAS 


WATER HEATERS 


Perfect hot water service at the 
cheapest possible rate per gallon. 








PITTSBURG WATER HEATER CO. 
Pittsburgh, Pa. 


“If it’s done with heat, you can do it BEST with gas”’ 




















An Efficient, Scientific 
Water Cooling System 


In the Phillippi Sanitary Water Cooling 
System all pipe coils are eliminated. In- 
stead, the city water circulates through a 
series of enamel-lined units (see cross sec- 
tion view) which by their design agitate, 
purify and cool it as it 
passes through. The greater efficiency 
and capacity of this system insures an 
adequate supply of cold water as long as 
there is ice in the tank. 
Write for literature and trade prices 


BUSH & FRAME MFG. CO. 


READING i=: PENNSYLVANIA 











Closet Tank fittings are not the 
cheapest and are used by Manufac- 
turers who want the best. 


LOOK IN THE TANK 


Balicocks, Flush Valves, Hinges, Flush 
Levers, Etc. 


Morency-Van Buren Mfg. Co. 


Sturgis - - Michigan 














PUMPS 


INDUSTRIAL—— AGRICULTURAL — MUNICIPAL — RESIDENTIAL 
A TYPE FOR EVERY SERVICE 
CATALOGS ON REQUEST 


THE GOULDS MANUFACTURING COMPANY 
SENECA FALLS, NEW YORK 


GOULDS 
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car. Refreshments were served at noon and in the eve- 
ning. Three ball games were the main atttractions of the 
day and various contests were arranged to include every- 
one. The committee in charge of the arrangements in- 
cluded: L. W. Orgel, C. F. Melcher, W. J. Drenske, Otto 
Schmidt, P. F. Eakin, Miss Bergner, Miss Orgel and Miss 
Peterson. 


NEWS aui VIEWS Ht Me is] 
— Spee 


MASTER PLUMBERS OF WATERTOWN, N. Y., 
HOLD OUTING 











About forty master plumbers of Watertown, N. Y., at- 
tended a recent outing held at Hyde Camp, Chaumont 
Bay, N. Y. A base ball game, quoit pitching and other 
athletic events were features of the day, and many of 
those present enjoyed the fishing. 
day, a fine dinner was served. 





UTAH PLUMBERS TO HOLD STATE “GET-TOGETHER” 
MEETING 

Henry Blumenthal of Provo, Utah, president of the 
Utah State Association of Sanitary and Heating Engineers, 
was recently in Salt Lake City making arrangements for 
a “get-together’’ meeting of the Utah plumbers which will 
be held on July 17. J. C. Greenberg, of the National 
Trade Extension Bureau, will discuss the question ‘‘What 
is wrong with the plumbing business?’’ at the meeting, 
which will probably be held in Salt Lake City. 

SANITATION DAY LUNCHEON OF CALIFORNIA 

SANITATION DEVELOPMENT LEAGUE IS 
BIG SUCCESS 





A large number of business men and women and others 
attended the second annual Sanitation Day luncheon 
given by the California Sanitation Development League 
in connection with the California Development League, in 
the Gold ball room of the Palace Hotel in San Francisco 
on Thursday, June 21. 

The meeting was opened, after the luncheon was well 
under way by J. McDonough, of the California Develop- 
ment League, who introduced Thomas Leary, of the H. 
Mueller Mfg. Co. Mr. Leary presided as master of 
ceremonies and introduced the speakers. James A. Pinker- 
ton, president of the League extended a brief welcome to 
the guests. 

One of the most interesting features of the entire pro- 
gram was a brief allegorical sketch showing the effect of 
modern sanitation on public health. Two bathrooms had 
been erected in the dining room, one containing the most 
modern fixtures and the other a prehistoric exhibit with a 
marble top wash bowl on a cabinet stand, and a zinc lined 
bath tub. A hooded figure with skull and crossbones re- 
presented the Plague, and at his call there crept out of the 
many hiding plates in the old bathroom, all of the diseases, 
germs and microbes, each reporting a new death. Their 
complete route was effected when they came within sight 
of the new modern bathroom, for the spirit of Modern 
Sanitation was shown, against whose brightness pestilence 
could not stand. 

J.C. Greenberg, of the National Trade Extension Bureau, 
delivered a fifteen minute lecture, and C. E. Healey, as- 
sistant city engineer, told of the plans that are being made 
for establishing comfort stations and the work that has 
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been accomplished by the League. A campaign is being 
organized by the League to place the need of comfort 
stations before every civic organization and club. With 
their endorsement of the plan, recommendations will be 
laid befiore the board of health with a demand for action. 
Promotion of sanitation in labor camps was discussed by 
Archbishop Edward J. Hanna, member of the state im- 
migration and housing committee, and the session ad- 
journed. 





BUSINESS CHANGES . 





J. A. Mills, formerly in partnership with M. F. Gil- 
feather under the name of the Hamlet Plumbing and 
Heating Company, of Hamlet, N. C., has taken over Mr. 
Gilfeather’s interests in the firm and will conduct the 
business under his own name. Mr. Gilfeather has opened 
a plumbing and heating business in Laurenceburg, N. C. 

The Borum Plumbing & Heating Company, 120 Poplar 
avenue, Memphis, Tenn., is equipping a new building of 
its own, entirely rebuilt on Poplar avenue, between Main 
and Second streets. 


Clarence Case and Ralph Murphy have purchased the 
plumbing business of Frank H. Smith in Carnet, Kans., 
and will conduct it under the name of the Case & Murphy 
Plumbing Company. Mr. Case has been employed in the 
establishment for several years. 





CONTRACTS AWARDED 

T. E. Ross, of Greenville, S. C., has received contracts 
for the plumbing of the Camperdown Mills, the Corley 
residence, and twenty new residences on Parker street, 
Greenville, 

The Minor Plumbing Company of Fayetteville, N. C., 
has the plumbing contracts for several large residences in 
that city and in Dillon, S. C., and also for several smaller 
homes in the vicinity of Fayetteville. 

E. L. Swindell, of Southern Pines, N. C., has been 
awarded the plumbing contracts on the Frank Welsh 
Hotel and the post office building at Southern Pines. 

The Scannell Plumbing Company, 1015 East Ninth 
street, Kansas City, Mo., has the plumbing contract for 
the new Kansas City Western Dental college building at 
the northwest corner of Tenth street and Troost avenue 
in that city. 

The Main Plumbing & Heating Company, of Royal Oak, 
Mich., has received the heating and ventilating contract 
for the Masonic Temple and Market building which is 
being erected in Royal Oak. 

The Pittelkow Heating and Engineering Co., 312 West 
Larned street, Detroit, Mich., has the heating contract 
on the L. F. Bellows Sign Company building in Detroit. 

The Farrell Heating & Plumbing Company, 25 Houston 
street, Atlanta, Ga,, has the plumbing and heating con- 
tract on the $10,000,000 Atlanta-Biltmore Hotel on West 
Peachtree street, Atlanta. 

R. T. Joughin & Co., of Tampa, Fla., have the plumbing 
contract on a $500,000 apartment hotel which is being 
erected in Orlando, Fla. 

The Beaman & Hanah Plumbing & Heating Company, 
of Wynne, Ark., has received the plumbing and heating 
contract on the Dutch Colonial residence to be erected by 
Neil Killough in that city. 

The John J. Vogelpohl Company, 4156 Hamilton ave., 
Cincinnati, has been awarded the plumbing contract on 
the building of the Buick Service Auto Delivery Company 
in that city. 
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90% Grease Traps A Farce 


The capacity of every grease trap should be measured up ac- 
cording to the size and kind of building in which it is installed, 
the same as a suit of clothes is measured up for each individual. 

Water Cooling Grease Traps are the only satisfactory grease 
traps to install. These will perform their function to the coe 
satisfaction of all concerned. 


Approved and recommended by Architects and Sanitary De- 
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Fic. 13, PATENTED 


Dehn’s ‘“‘ACME” Water Cooling Grease Trap, a Satisfactory 
Installation 


Compound Injector & Specialty Co. 
Originators, Designers and Sole Manufacturers of 
aS EHNSANIGAR 


419-421 D-N. Laramie Avenue Chicago, Illinois, U. S. A. 











“Burlington” 
Self Closing Work 


A 
Self Closing 
Basin Cock 
Must be 
Tested Under 
Actual Operating 
Conditions 
To Prove 


Superiority 





No. 31 


We want you to make your own tests and we 
know you will secure absolute satisfaction, 


Also made in Sink Bibbs, etc. 


Burlington Brass Works 
Burlington, Wis. 
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James Barrett Mfg. Co. 
115-121 Pearl St. Boston, Mass. 





We are sole manufacturers of the 
genuine 


BARRETT 
_ Back Water, Sewer 
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KEROSENE HEATER 
WICK BURNER TYPE 


An economical, safe, convenient Hot- 
stream Heater that furnishes constant hot 
water for domestic use, day and night. 
Noiseless, smokeless, odorless, no generat- 
ing. Burns 19 to 30 hours per —, 
Wick requires no trimming. Selis and 

satisfies because it’s right. 

We also make kerosene heaters with 
gravity and pressure burners. 

Have you our Catalog and Price Sheet 
covering -our complete line of popular 
priced heaters? Write today. 


THE HOTSTREAM HEATER COMPANY, Cleveland, Ohio 
*‘Makers of Heaters That Heat’’ 














LET’S GO! 













@ARAGE 


‘Kac.avnaz0e 


MULTIBLADE FANS 


for Heating, Ventilating 
and Humidifying Service 
are installed in many of 
the largest buildings 
throughout this country. 


CLARAGE FAN CO. 
Kalamazoo Michigan 








Write for Catalog 


Our catalog No. 52 is 
just off the press. It 
contains valuable in- 
formation for the 
Heating and Ventilat- 
ing Contractor. 

for your copy today. 














LECO 


A vitreeus china tank 


with a set of reai fittings 


ZWERMANN COMPANY 


Robinson, lilinois 
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William Hillenbrand & Co., 2307 West Eighth street, 
Cincinnati, O., has received the plumbing contracts on 
the Grand Hotel and the Avon Field and Golf Club, both 
in Cincinnati. 


James J. Doud, 237 Main street, Cincinnati, has the 
plumbing contract on the Frederick A. Schmidt office 
building under construction at Government Square in 
that city. 

Henry Niemes, 4112 Hamilton avenue, Cincinnati, has 
been awarded the $65,000 plumbing contract on the 
Doctors and Dentists Building, 9-27 Garfield Place in that 
city. 

Clarance I. Ham, of Estherville, Ia,, has the plumbing 
and heating contract on the R. C. Coleman hospital in 
Estherville. 

Fred Swinth, of Chehalis, Wash., has the plumbing 
contract on a high school building at Tenino, Wash. 


G. H. Harbrecht, 1611 Sycamore street, Cincinnati, has 
the plumbing contract on the improvement of St. Paul’s 
church, 12th and Pendleton streets in that city. 

The W. T. Casemore Heating & Plumbing Company, 
Ponca City, Okla., has been awarded the plumbing con- 
tract on the Roosevelt school in that city. 

W. C. McElrath of Coleman, Tex., has the plumbing 
contract on the Overall Memorial hospital in that city. 

The Southern Plumbing Company of Laredo, Tex., has 
received the plumbing contract on the Junior high school 
building in that city, 

The Rio Grande Plumbing Company. of Laredo, Tex., 
has the plumbing contract on the Heights and Central 
school buildings in that city. . 

The O’Pry Heating & Plumbing Company, of Macon, 

a., has the plumbing and heating contract on the county 
jail which is being built on the top of the courthouse at 
Macon. 

Alexander Orr, 52 Northeast First street, Miami, Fla., 
has the plumbing contract on the $175,000 R. Earl Smith 
hotel. 

The Morris Hardware Company, of Wenatchee, Wash., 
has the plumbing and heating contract on the First Na- 
tional Bank building in that city. 

M. F. Fisher & Son; of Norman, Okla., have received 
the $27,000 plumbing contract on the Memorial Church 
building in that city. 

West & Gutzeit, 427 Main street, San Antonio, Tex., 
have been awarded the plumbing and heating contract on 
the Lutheran sanitarium in that city. 

Kirkwood & Wharton, 231 West Commerce Street, San 
Antonio, Tex., have received the plumbing and heating 
contract on the Los Angeles Heights school in that city. 

Fred Hayes of Bristol, Va., has the plumbing and heat- 
ing contract on the Mary Street Grammar school in 


Bristol. 


John Gilmore, of St. Louis, has been awarded the 
plumbing and heating contract on a high school building 
at Hermann, Mo. 


-The Plumbing Service Company, of Birmingham, Ala., 
has received the plumbing and heating contract on the 
new $156,881 negro school being erected in Birmingham. 


The S. F. Floyd Plumbing Company, of Greenville, S. C., 
has the heating contracts for the Choice Street school 
and the Park Avenue school in that city. 


Solomon Horwitz & Co., 902 Vine street, Cincinnati, O., 
have been awarded the plumbing contract on the Wheel 
Cafe at 541 Walnut street, Cincinnati. 

Joseph Lamping & Sons Company, 3512 Reading Road, 
Cincinnati, O., has the plumbing contract on a large new 
residence at 3560 Raymor street in that city. 
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CENTRAL HEATING 





Florida heating contractors are much interested in a 
recent news note from California orange growers con- 
cerning the installation of central heating systems through- 
out their groves to protect fruit from frost. It is a case 
of the proverbial ounce of prevention. One saved crop 
will more than pay for the installation of the plant, This 
movement gives the heating contractor an opportunity to 
enlarge his sphere of usefulness to the community by 
placing the project before the grower and receiving a 
heating job. 

In Florida there are wells that deliver hot water from 
the earth, and in the near future it is possible that this 
water can be made to circulate through the various groves 
at the proper time, thus preventing any damage to the 
trees from frost. 


A total of $25,000 will be spent by the Women’s College 
of Chickasha, Okla., in the enlargement of the college 
heating plant. This central system has supplied heat for 
every building on the campus, but with another building, 
an enlargement becomes necessary. New boilers will be 
installed and additional pumps put in. The equipment 
throughout is to be carried in double units to insure heat 
in the event one unit breaks down. Oil is to be used as 
fuel. The heating plant enlargement is to be finished be- 
fore next fall. 





SWIMMING POOL NEWS 
Every vacationist appreciates and secks comfort more than any 
other thing. If he finds comfort, he has found enjoyment. If 
every town would install a swimming pool and showers in its 
tourists’ park, it would be well in line for the lion’s share of vaca- 
tionists and tourists. Once established the camp with a swimming 
pool is going to be the cause for a red circle on every auto- 
mobile map, and the travel guides will give it worthy mention. 
After a hard day’s ride in dusty vacation weather a cool plunge 
and shower is bound to be one of the pleasant memories of 
the trip. 


A chlorinator has been installed in the Lawton park 
swimming pool at Fort Wayne, Ind., and the water in the 
tank will be kept in a sanitary condition at all times. City 
water will be used in the pool, and at regular intervals the 
bottom of the pool will be given a thorough cleaning. A 
life-guard will be in charge. 

A new Y. W. C. A. swimming pool has been opened at 
Hamilton, O. Everyone who wishes to use the pool is re- 
quired to have a doctor’s examination. Members of gym- 
nasium classes for the past winter are not required to have 
another examination but may obtain health tickets at the 
offices of the Y. W. C. A. 


The fire department of Wolsey, S. D., is building a swim- 
ming pool in the tourist camp in that city. Aided by a 
contribution of $500 from the Homecoming committee, as 
well as donations from other sources, the department is 
putting in one of the largest and most modern municipal 
swimming pools in South Dakota. The pool will be ready 
for use within a few days. 

The swimming pool in Glen Oak, Peoria, Ill., about 
which complaint was made of coldness of the water, has 
been provided with a heating plant which will raise the 
temperature of the water. 

E. C. English, of Los Angeles, Calif., will erect a hotel 
in Tucson, Ariz., which will have a swimming pool and 
Turkish baths. 

The Southern Branch of the University of California at 
Los Angeles, Calif., is about to construct a swimming pool 
and install showers. 














The 
Dependable 
Line 


Detroit 
Circulating Boiler 
Fittings 




















For Forty Years 
the Guarantee of 


Quality 
EVERYTHING 


for 


Steam, Water, Oil, 
Gas and Air 





Detroit Brass & Malleable Works 


Detroit, Michigan 








SOLD EXCLUSIVELY TO THE PLUMBING TRADE 


You Use It— 
but do you SELL IT? 


Plumbers everywhere are using HER- 
CULES successfully but not all of 
them are using it as profitably as they 
could. Selling HERCULES over your 
counter means making the most of a 
good product. There is business right 
in your own neighborhood that will 
add many a dollar to your income. 


Write us about “‘Resales’’ 


HERCULES CHEMICAL CO. 


440 Washington Street NEW YORK 
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MYERS Honor Bilt 


Recognized superiority in the Gesign, construction, mate- 
rial used and finish, with a high reputation for ak 
and wo have kept MYERS POWER PUMP 
AND WORKING HEADS at the front for many years 
and have made them leaders in their particular field. With 
styles and sizes to meet almost any capacity requirements, 
and adapted for operation by any power. Myers Power 
Pumps will pump your water supply on an economical 
and highly satisfactory basis. If interested in pumps for 
home, farm, mill or factory, write us for catalog and in- 
formation. 


The F. E. Myers & Bro. Co., Ashland, Ohio 
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POWER PUMPS 





The WALES 
Automatic 
W ater Feed 


A trouble-proof device for safeguarding steam boilers 
from the danger of low water. Three outstanding features 
of the Wales are (1) Long, powerful actuating leverage 
(2) Feed Valve is located in the cold water supply line 
(3) Convenient method of adjusting water level. 


Write for details and prices 


THE WALES CO., Kalamazoo, Mich. 





With Exclusive 
Long -Service Features 


Thoroughly dependable 
because one hundred 
per cent right 


Sold by recognized 
Wood Tanks jobbers from coast 
and Seats to coast 


Van Arnam Mfs. Co. Fort Wayne, ind. | 








BRASS 


PLUMBERS’ SUPPLIES 


33000 brass articles made with 85 years experience. 


“WATERBURY JMANUFACTURING GOMPANY 


Division of Chase Companies Inc. 














- PURE WATER 
Pure water to drink when it is needed, ts just as essential to 
good health as food. To insure the health of its citizens while 
shopping or at work in the downtown district, every city 
should imstall sanitary drinking fountains. Any plumber can 
slip the drink fountain “bee” into his city’s “bonnet” by in- 
stalling a fountain in front of his place of business, The crowds 

will do the rest. 


It is expected that $750,000 will purchase a location for 
new wells to tap the underflow in the Everglades of 
Florida. This sum is also expected to sink the wells and 
start the settling basins, filtration beds, or storage reser- 
voirs, and build the necessary pumping stations. More 
money will be required to install the pumps and pipe lines 
to get the water into the mains in Miami, Fla. This step 
will be taken this year. In addition to this $100,000 will 
be spent for sewers. 

City Engineer George Rommel, Jr., of Coatesville, Pa., 
recently announced that plans and specificatidns for .ad- 
ditional filter units to be installed at the Rock Run water- 
works have been completed at his direction. The plans 
will also include a lengthy report on the filter situation 
as prepared by the engineer, who has made a special study 
of the matter. Under the provisions of a $50,000 bond 
issue, sold some months ago, the council will expend $25,- 
000 to increase the capacity of the filter plant during the 
next few months. 

The city of Austin, Tex., has awarded a contract for 
the construction of a modern filtration plant to cost ap- 
proximately $250,000; with a maximum capacity of 8,000,- 
000 gallons per day. 

Following the completion of a new underground reser- 
voir in Atlanta, Ga., the superintendent of the waterworks 
invited the public to visit the pumping station and inspect 
the reservoir and filtering system that they may know 
how the city’s water supply is handled. 





PUBLIC HEALTH 
More baths and bathrooms! That's what the nation needs. 
According to the best information available, there are only 
about 5,000,000 dwellings in the United States which have mod- 
ern, sanitary bathrooms. This leaves in excess of 17,000,000 
which are without proper means of modern sanitation and 
comfort. Moreover, a survey made by the United States Gov- 
ernment Bureau of Infant mortality resulted in a finding which 
proves that modern bathing and sanitation would prevent four- 
Lfths of the deaths directly traced to the lack of it. 


A storm sewer pumping station has been completed by 
the city of Monroe, La., to take care of the drainage from 
Texas avenue north. The station, which is located at the 
foot of Calypso street, has been under construction for 
some menths and is a feature of the improvements in- 
augurated during the present administration in Monroe. 
In operation, it will have a great influence in keeping 
the north part of the city free from accumulated sewage, 
improving the health conditions and combatting the 
malaria mosquito. 

The city of Marshalltown, Ia., has awarded contracts 
for sanitary sewers to be laid in streets to be paved this 
year and an additional two blocks in the Fifth ward, 

The city engineer of Burlington, Ia., was recently given 
authority to advertise for bids for the construction of a 
disposal plant in the bottoms at Burlington, to take care 
of the sewage of the new Des Moines avenue sewer and 
branches, which has recently been completed. The plant 
is to have what is known as the Imhoff tank and sprinkler 
filter system. It will be constructed of concrete and will 
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cost about $15,000. The erection of the plant was de- 
cided to be the only feasible way to take care of the 
sewage of the new sewers in the bottoms. 

Construction of a sewage disposal plant to cost over 
$20,000 has been started at Leola, S, D. 

OBITUARY 
J. Henry Howe 

J. Henry Howe, president of the Howe & Bassett Com- 
pany, Inc., of Rochester, N. Y., plumbing and heating con- 
tractors, died suddenly of heart failure Wednesday, June 
27, at his home in Rochester. Mr. Howe was born in 
Rochester on August 31, 1852, receiving his education in 
the Rochester schools. In 1885 he entered into partner- 
ship with William T. Bassett, opening a store on the site 
of the present Sibley block in Rochester. In 1892 this 
building burned, and the firm moved to its present quarters 
on Stillson street in that city. Mr. Howe was made 
president when the firm was incorporated in 1913, and re- 
tained that position until his death. He was a member 
of the Rochester Chamber of Commerce, Knights of 
Columbus, Rochester and Oak Hill Country Clubs and at 
one time was active in the political life of the city. He 
is survived by his widow, two sons and two daughters. 

Frederick Weitlauf 

Frederick Weitlauf, who had been engaged for a number 
of years in the plumbing business at 464 Avon avenue, 
Newark, N. J., died at his home in that city on Wednesday, 
June 27, after four weeks’ illness. Mr. Weitlauf was 
first vice-president of the Newark Master Plumbers’ Asso- 
ciation and took active interest in association work. 





two others. Try a bath a day and an epigram a day. 

A bath a day makes a dealer think well of himself, and 
an epigram a day on a blackboard out in front of the shop 
makes passersby think well of the dealer. To think well 
of yourself and to get people to thinking well of you 
form a combination that helps business. 

“Domestic Engineering’? provides the epigrams—seven 
every week. All a dealer has to do is to provide a black- 
board and a stick of chalk, and then write an epigram 
every morning in the week, and the month, and the year. 

Here are the seven for this week: 


I addition to the much-talked-about ‘‘daily dozen,” try 


Water on the brain is not due to 
a thirst for knowledge. 
* * a 
The world is all right; it’s the 
people who sometimes go wrong. 
* * * 
When you convince a friend that 
he’s a fool, you make an enemy. 
* * a 
The man who knows how to play 
knows how to work. 
* * * 
Many hear the call of fame, but 
few deliver the goods. 
* * * 
Before you jump look for a soft 
place to land. 
a * ca 
Many a lazy man gets credit for 
having patience. 
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THE B. & B. LINE— 
WORLD'S MOST COMPLETE LINE 
of HEATING SPECIALTIES 


OUR attention is invited to the B. & B. Line of 

Heating Specialties, including the B.&B. Air Line Sys- 
tem of Steam Circulation, Temperature Control System 
(All-Metal Thermostat, Pneumatic Valve), Multiflex 
Valve, Modulation Valve, Multiflex Trap, Vacu-Trap, 
Vacu-Stat, Blast Trap, Steam Damper Regulator and 
Hot Water Damper Regulator. 


Descriptive literature upon application 
Service and Sales Offices 1n 26 important cities 
Write for details of B. & B. Service Plan 
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Pacific Boilers are Easily Cleaned 


OOTY tubes waste heat, so the Pa- 

cific Steel Boiler is built with all 
tubes readily accessible. They can be 
cleaned with the boiler in operation in a 
few minutes’ time through the full width 
front flue doors. 


General Boilers Company 
Waukegan, Illinois 

















The Eastern Foundry Co. 


Manufacturers of 
Quality Soil Pipe and Fittings 
Plumbing 





FULL SIZE AND FULL WEIGHT 


Boyertown 3-2 Pa. 








AModernConvenience 


—that customers expect to 
find on every heating system 


Today most everyone knows about automatic 
heat control—and expects to find it on the heating 
system he buys. 

From advertising and wide usage, people know 
that the comfort and convenience the ‘Minne- 
apolis” brings really cost nothing because of the 
fuel economy it effects. That's why it’s easy to 
sell—and every one sold brings $15 to $20 addl- 
tional profit to the dealer. 


Write today for dealer proposition. 


INNEAPOLIS 


Hear Recutator Cr 
2801 4th Ave.,S., M‘nneapolis, Minn. 
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Fits Any Angle Roof 


The Overton Roof 
Flashing makes a joint 
both air and water tight, 
on any roof from flat to 
half pitch. 

Adjusts itself readily 
without turning or twist- 
ing. Adaptable both to 
standard and extra heavy 
soil pipe. Approved by 
plumbing inspectors every- 
where. 
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MANUFACTURED BY 


Butler Manufacturing Co. 
Minneapolis, Minn. 
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The Lawless 
Force Pump 


500 Pounds Pressure 
More, if you need it 


This remarkable tool is not a new, untried 
device—far from it. For twenty yearsit has 
helped plumbers build upa profitable busi- 
ness cleaning out water mains, testing pip- 

ing,etc. The seamless tubing, the steam 
metal castings and the careful way in 
which it is made all go to make it reli- 

able and trouble proof. Weight 19 Ibs., 
height 29 in., diameter of cylinder 4 } in. 


Write for descriptive circular, prices and 
name of distributor nearest you. 


NEWARK BRASS WORKS 
22 Lawrence Street Newark, N. J. 











Twenty-Five Names 


Pick out the names of twenty- 
five home’ owners who fought 
to have'Humphrey Automatic 
Gas Water Heaters.9jLet gus 
circularize the list for’you’and 
then follow "up{the advertising 
in a personal way. You’ll be 
surprised how many of the 
twenty-five you’Il find all ready 
to buy Humphreys. That’s a 
plan that will WORK. Try it. 


HUMPHREY COMPANY 


Div. Ruud Mfg. Co. 
Kalamazoo Michigan 





TYPE ‘‘A’’ 











] 


Hanna Ball Joint 
Pipe Hanger 


Guaranteed Strongest Made 
The “Ball Joint’ Pipe Hanger 


swings in any direction, Pipe can 
be adjusted higher or lower without 
removing hanger. 


Made of malleable iron. 
Write for “Our Silent Salesman’’ 


The Penn Engineering Co. 
No. 1 312 Cherry Street, Philadelphia, Pa. 
Tele iiiiine moire liiiniie lilt tile Ni iiiinent tii] 


July 7, 1923 























PLUMBING DEPARTMENT 

1,458,818. Plumbing System. Peter J. Garvin, New 
York, N. Y. In a plumbing system, a sewer pipe connec- 
tion, a combined soil and vent element of a length to 
extend from said sewer pipe connection through a series 
of rooms of a building and project above the roof of a 
building, an auxiliary combined soil and vent pipe section 
of a length as to extend in a series of rooms of the building 
and having its ends opening into and formed integral 
with said element at the upper and lower portions of the 
latter, said auxiliary section arranged parallel with and in 
close relation to said element, waste pipe connections 
leading to said element, a vent pipe leading from one of 
said connections to the upper portion of said pipe section, 
a vent pipe connection leading from said sewer pipe 
connection to said auxiliary section, and a waste pipe 
connection leading to said auxiliary section. 








1,458,818, 





Bathtub Head Cushion. Dave’ Scher, 
Tacoma, Wash., assignor of one-half to Jack Thielman, 
Tacoma, Wash. A device of the class described, com- 
prising a supporting frame having hooks at its upper edge 
whereby the frame can be suspended within a tub from 
the edge thereof, a cushion removably applied to the 
frame and a holding frame for the cushion having hinged 
connection at its upper end with the supporting frame and 
comprising side bars that are foldable over the side edges 
of the cushion to co-operate with the supporting frame to 
clamp the cushion in functional position; said side bars 
having means at their lower ends adapted to be lockingly 


engaged with the supporting frame. 
* * * 


1,458,503. 


1,459,585. Plumbing System. Joseph A. Felton, 
Atlanta, Ga. A plumbing system comprising in combina- 
tion, a waste pipe, a Y having a vertical branch in align- 
ment with said waste pipe and a branch at an angle 
thereto, a vent pipe communicating with the said angular 
branch and extending with its axis parallel with said waste 
pipe, a closet connection connected to the vertical branch 
of said Y in alignment with said waste pipe, a bell on said 
angular branch, a waste connection with said bell for a 
bath tub, a pair of bells carried by said vent pipe, a pipe 
connected to one of said bells having oppositely directed 
branches for connection of fixtures on opposite sides of a 
wall, a pipe connected to a second of said bells having an 
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integral downwardly directed elbow at its end for con- 
nection of a fixture trap whereby the greatest volume of 
waste delivered to said waste pipe will be delivered sub- 
stantially in alignment therewith. 


























1,459,585 
Water Heater. 
Ill. The combination with a burner, of a storage tank, 
a conduit having portions connected with said storage 
tank and extending adjacent to said burner; a sectional 
vessel supporting member disposed over said burner and 


1,459,164. Frank Schorik, Chicago, 


er 
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having said portions connected thereto; and a heating 
element communicating with said conduit portions and 
connected with said supporting member in such manner 
as to hold the same in assembled position. 

x * * 

. 1,459,552. Rotary Pump. Gilbert Rathman, New York, 
N. Y., assignor to Wiliam E. Quimby, Inc., New York, 
N. Y. A rotary gear-pump comprising, in combination, a 
case, two intermeshing spiral gears with drive-gear of 





relatively small diameter adapted to be connected directly 
to the shaft of a high-speed motor, means providing an 
outlet to the discharge side of the pump for the fluid 
entrapped between the teeth of the two gears, and means 
for heating the larger driven gear. 





A pumping station and filter plant is contemplated by 
the city of Bicknell, Ind. 

A new filtration system to cost more than $100,000 is 
soon to be constructed by the city of Portage, Wis. 
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Weil-M‘Lain 


SCIENTIFIC COMBUSTION 


BOILERS 


—three great features 
bring quick sales—Write 
for details of this money maker 


Weil-M:Lain Company 


Michigan City 
indiana 





Chicago Showrooms: 
641 - Lake Street 
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Midland Roof Flashing 


ALL LEAD 


(Patented) ONE PIECE 


Base is heavier than four pound 
sheet lead and larger than usual, 
permitting two rows of shingles 
to cover upper part. No soldered 
joints to leak. 


Heavy ring round inside top of 
neck for calking, instead of out- 
side, as on old-style flashings. 
This permits them to nest to- 
og closely, saves space and packing expense. 

he Midland Angle Flashing will fit any pitch of roof. 


Write for circulars and prices. 


Midland Metal Manufacturing Co. "4zsse Citv 
Wee TT ee Tee er trys enti Told 


PORCELA 


The Bath Tub Cleaner 


Contains no grit. 

No acid. 

Keeps fixtures like new. 
Most contracting plumbers use 
Porcela and recommend it to 
their customers. 

If you haven't Porcela in stock, 
order from your jobber. Write 
us for free sample can and de- 
scriptive folder. 


PORCELA-RADAX CO. 


NEW BRIGHTON, PA. 
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CHASE 


BRASS PIPE 


CHASE]METAL WORKS Waterbury, Conn. 




















Situations Open 





WANTED—A SALESMAN _ WITH 

wide acquaintance among the job- 
bing trade to sell radiation and boilers 
on a straight commission basis, in New 
York and vicinity. Address 807, “‘Do- 
mestic Engineering,” 1900 shin’ ™ Ave., 
Chicago. 6-30-7-7 


WANTED — SALESMEN TO HANDLE 

high-grade specialty line. Liberal 
commissions. Good territories open 
east of the Mississippi. Address 745, 
“Domestic Engineering.” 1507 Finance 
Bide., Philadelphia, Penna. 4-21 tf 


HELP WANTED—MAN WHO KNOWS 

the trade and what they require, to 
sell a new line of packless globe valves 
and specialties. Address 794, ‘“‘Domes- 
tic Engineering,” 1900 Prairie Ave., 
Chicago. 6-2 tf 








WANTED — REPRESENTATIVE TO 

sell boilers and radiation to New 
York trade. Address 806, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 6-30-7-7 





WANTED — EXPERIENCED PLUMB- 


ers. Steady work. pply or write 
A. Hattersley & Sons, 212 E. Main St., 
Ft. Wayne, Indiana. 6-30-7-7 


“Gentine Wanted 


MECHANICAL ENGINEER, THIRTY- 
two years old with 12 years’ ex- 
perience designing contracting and 


supervising installations of mechanical 
equipment in buildings of all propor- 
tions. Specialized in Heating, Venti- 
lating, Plumbing and Wiring. Capable 
Estimator and Superintendent. Desires 
responsible position with Architect, 
Contractor, or sales organization pref- 
erably on Pacific Coast. Address 803, 
“Domestic Engineering,” 1900 Prairie 








Ave., Chicago. 6-23/7-14 
SITUATION WANTED—EXPERI- 

enced foreman, superintendent and 
estimator in both plumbing and heat- 
ing. Hustler, and business getter. Not 
too good to work. Desires change. 
Central sts ate s. Address 809, *“‘Domestic 
Engineering,” 1900 Prairie Ave nue, 
Chicago. 7-7 

Miscellaneous 

CONTRACT SHEETS, ESTIMATE 

Blanks, Job Tickets, etc., for plumb- 
ers. Large or small lots, reasonable; 


prompt delivery. Samples with deliv- 
ered prices free. L. Fink & Sons Co., 
School Bidg., Laurel Springs, N. J. 





HARTMAN INGOT METAL COMPANY 
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PIPE MACHINES 

Williams Belt Driven 
Eaton, Cole and Burnham engine 
driven (can be changed to sin- 
gle pulley drive) 
Loew motor driven 
Curtis & Curtis power driven 
Oster belt driven 
Oster hand or power 
Oster belt driven 
Several 4 in. Jarecki motor 
driven 

2 in. Oster belt driven 
We are headquarters for new and used 
Pipe Machines. 

THE O’BRIEN MACHINERY CO., 

113 N. 3rd St., Philadelphia. 

Bell Phone: Market 072 

Cable Address: O’Brien, Philadelphia 


12 in. 
8 in. 


8 in. 
8 in. 
6 in. 
6 in. 
4 in. 


We Buy ed Pipe Couplings 


Gwilliam Supply 
Company 


Pioneers in the pipe coupling 
business. 


830 N. Hancock St., 
PHILADELPHIA, PA. 


Sell us your Surplus 


PIPE COUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A. & J. MFG. CO. 
559 W. Lake St., Chicago, Ill. 





WE ARE IN POSITION TO CONVERT 

your surplus or odd stock in plumb- 
ing, heating, factory and engineers’ 
supplies and _ solicit your offerings. 
Give as complete information as pos- 
sible. Harry Verbeek Co., 3616 Iron 
St., Chicago, Ill. 6-16/7-21 


| i Classified Advertisements 4 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum 
$2.00. One inch $4.00. Cash must accompany order. Copy should reach us by Wednesday morning. 
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TREASURY DEPARTMENT, SUPER- 

vising Architect’s Office, Washington, 
D. C., June 21, 1923.—Sealed Proposals 
will be opened in this office at 3 p. m., 
July 17, 1923, for furnishing and in- 
stalling an oil burning apparatus, etc., 
at the S. Post Office and Court 
House, Wichita, Kans., in accordance 
with specification and ‘drawing, copies 
of which may be had at this office, or 
at the office of the Custodian, Wichita, 
Kans., in the discretion of the Super- 








Government Proposals 





vising Architect. Jas. A. Wetmore, 
Acting Supervising Architect. 6-30-7-7 
TREASURY DEPARTMENT, SUPER- 


vising Architect's Office, Washington, 
D. C., July 2, 1923.—Sealed proposals 
will be opened in this office at 3 p. m., 
July 23, 19238, for furnishing and in- 
stalling one horizontal smokeless fire 
box boiler arranged for portable set- 
ting, at the United States Post Office, 


Elkhart, Ind. Drawings and specifica- 
tions may be obtained from the Cus- 
todian, U. S. Post Office, Elkhart, Ind., 
or from this office in the discretion of 
the Supervising Architect. Jas. A. 
Wetmore, Acting Supervising Archi- 
tect. 7-77-14 








Books for Your Trade Library 





HEATING AND VENTILATING. By 

Prof. John R. Allen and J. H. Walk- 
er. The most complete up-to-date book 
published covering this subject. De- 
signed for use in the engineering and 
technical schools, also for the heating 
engineer and architect. Size 6x9 in. 
306 pages. Cloth. Price, $3.50. 


PRACTICAL STE AND HOT 
WATER HmATING A xe VENTILAT- 
ING. By Alfred — 7 This book 
we: be in every seaman tter’s library. 
A strictly up-to-date work, describing 
various systems of heating and ventil- 
ation. Besides the technical features, 
it contains hints on securing contracts, 
business methods, shop praetice, rules 
and data for estimating radiation and 
figuring costs, and other tables and 
suggestions that are time savers. Size 
6x9 in. 368 pages, 300 detailed illus- 
trations. Cloth. Price, $3.50. 


Books Sent Pareel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 








Brass Ingots Manufactured to Specifications 


Smelters and Refiners 











Office: 2511-25 W. Twenty-First St., CHICAGO 


Telephone: 





Lawndale 827 and 3635 








Write for Booklet and more details 


THE READING HEATER & SUPPLY CO., INC. 


“READING” Tank-in-the-Basement System 


has proven its superiority by years of efficient, satisfactory service. 


The use of “READING” Specialties insures economy in fuel and uniform heat—two points that make the steam- 
fitter strong with his customers. 


Reading, Pa. 

















